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p0 YOU KNOW ..... 


_.,. That in mid-November the 
individual membership of the Society 


passed the 8,000 mark? Reaching 
that total has been a “long haul.” 
Further, that is a true count, for the 
unaccounted difference between the 
number of dues cards and yearbook 
listings is only sixteen. 

It is hoped that, by next year, the 
two records will check perfectly. Of 
the 8,000 members, about 1,100 are 
men in industry and 200 are from for- 
eign countries. It has been said there 
are about 20,000 engineering teachers, 
so it is apparent that less than one 
out of three belongs to ASEE. We 
should do better than that! 


p> .... That the second dues notices 
for 1957-58 were mailed in mid- 
November? A total of 2,066 were 
sent out, 1,379 for eight dollars, 410 
for six dollars, 147 for sixteen dollars, 
and 130 for twelve dollars. If you 
received one of these cards, will you 
please remit promptly? It is begin- 
ning to look as though the number of 
six-dollar delinquencies is increasing, 
but that may be because about fifty 
per cent of new members are under 
thirty-six years of age and only about 
thirty-five per cent of the entire mem- 
bership is under thirty-six. 


> .... That some mail always is 
returned and a list of “address un- 
known” members is prepared from the 
returned envelopes? Here is the cur- 
rent list of names of members not 
getting the Journal. If you know 
where any of them now are located, 
please inform the Secretary’s office. 


Paul D. Agarwal 
Richard Atherton 
Ralph C. Challender 
James K. Dawson 
John M. English 


William L. Garrott 
Kenneth E. Haughton 
Levi L. Henry 

John F. X. Hopwood 
Ernst W. Kiesling 
Wilkye B. Lowe 

Roger H. Nelson 

John T. Norgord 
Hendrick J. Ooorthuys 
Michael S. Pendergast, Jr. 
Corwin L. Richard 
Chester A. Rumble 
Robert B. Seid 
Walter W. Stewart 
Edward B. Stuart 
Herbert S. Suer 

John F. Twigg 

Milton L. Vogel 

Paul C. Zmola 


&> .... That there will be nine 
ASEE-AEC Summer Institutes in 
1958? The four basic or beginning 
ones will be held at North Carolina 
State, Cornell, Purdue, and University 
of California at Berkeley, with an 
AEC laboratory cooperating in most 
cases. The specialized institutes are 
Instrumentation and Control at Ar- 
gonne, Metallurgy at Ames, Chemical 
Processing (Q-clearance required) at 
Hanford, and Reactor Technology at 
the University of Michigan. 

The program for Technical Insti- 
tute teachers will be at Penn State. 
Your dean of engineering has all the 
information and application blanks. 
See him if you are interested. 


> .... That the publication of 
the Nuclear Engineering Education 
News Letter has been resumed? It is 
on a monthly schedule and some back 
copies are available. If you want to 
be on the mailing list, send your name 
and address to the Office of the Secre- 
tary. If you have news that should 
be considered for publication send it 
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to Professor V. E. Bergdolt, Depart- 
ment of Mechanical Engineering, Pur- 
due University, Lafayette, Indiana. 


> .... That the Society now has 
an identifying lapel button and pin? 
It is the same as the emblem on the 
cover, but about half as large. The 
letters are white on blue enamel, with 
the horizontal and vertical “points” 
gold plated. To obtain one specify 
whether you want a “lapel button” or 
“pin” and send three dollars to the 
Secretary's office. 


> .... That during the past year 
there have been a number of com- 
ments and discussions relative to the 
termination of college careers by engi- 
neering students for reasons other 
than graduation? A good summary 
of studies which have been made in 
this area is the article by A. Pember- 
ton Johnson entitled, “Graduation, 
Hold-Back, and Withdrawal Rates in 
Engineering Colleges,” which ap- 
peared in the November, 1954, issue 


of the JouRNAL OF ENGINEERING 
EDUCATION. 
> .... That work on a “Retired 


Professors Registry” is now under 
way? The Registry will provide a 
clearing house for retired personnel 
interested in continuing teaching. 
Names will be treated confidentially, 
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no lists being made available for gip. 
culation. Those planning to retire 
and some who may already have te. 
tired, and who are mentally and phys. 
ically able to continue teaching will 
be invited to register at no charge, 
An individual folder will be prepared 
for each registrant and classified as tp 
specialties, preference as to location, 
type of institution interested in, et. 

Administrators wishing to employ 
such individuals will be asked to jp. 
dicate the kind and type of professo; 
they wish to employ. The Registry 
will then send the administrator the 
material on the people who appear to 
fit the specifications. The institution 
and the individual must then get to. 
gether. There is no charge to the in. 
stitution or the individual. 

The Registry has been set up for 
a five-year period, is jointly operated 
by the American Association of Uni- 
versity Professors and the Association 
of American Colleges, and is financed 
by a grant from the Ford Foundation. 
The advisory committee is made up 
of three representatives of AAUP and 
three from AAC. The Director and 
his address are Dr. Louis D. Corson, 
Retired Professors Registry, 17% 
Massachusetts Avenue, N.W., Wash- 
ington 6, D. C. Information may be 
obtained by interested persons. 

W. LercHTon COoLns 
Secretary 





NEW AFFILIATE MEMBER 


Central Technical Institute, Kansas City, Missouri, has been 
voted an Affiliate Institutional Member of ASEE by action of the 


Executive Board. 


C. L. Foster, its President, has been an active individual member 
of the Society since 1948, and currently is serving as a member of 





the James H. McGraw Award Committee. 
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THE SANITARY ENGINEER 
IN THE WORLD HEALTH ORGANIZATION 


With Emphasis on Egypt and the Middle East 


HARVEY R. WILKE 


Associate Professor of Sanitary Engineering, 
School of Civil Engineering, 
Purdue University, Lafayette, Indiana 


Presented at a Conference of the Sanitary Engineering Committee No. 3 
and the Applied Hydraulics Committee No. 5, 65th Annual Meeting of 
ASEE, Cornell University, Ithaca, New York, June 20, 1957. 


Recommended by the Sanitary Engineering Committee 


“The health of all peoples,” states 
the constitution of the World Health 
Organization, “is fundamental to the 
attainment of peace and security and 
is dependent upon the fullest coopera- 
tion of individuals and States.” This 
idealistic document further defines 
health as “a state of complete phys- 
ical, mental and social well-being and 
not merely the absence of disease or 
infirmity.” 

To the sanitary engineers, the doc- 
tors and nurses, and all the other pub- 
lic health on the W.H.O. 
roster is entrusted the responsibility of 
spelling out in terms of the practical, 
everyday life of the people of the 88 
member nations this ideal of health 
and healthful all 
peoples. 

The sanitary engineer in the World 
Health Organization frequently finds 
himself confronted with a special edu- 
cational problem—himself. He must, 
first of all, re-educate himself to the 
plain fact that many accepted proce- 
dures may be completely wrong for 
Villagers in Afghanistan or desert wan- 
derers in Egypt. Such a re-education 
involves daily experiences with cul- 
tural anthropolgy as well as sociology 
and agricultural routines. . 

As a general rule, the sanitary en- 
gineer, like most other technical em- 


wo kers 


environment for 
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ployees of W.H.O., works closely with 
a trained counterpart who is a citizen 
of the host country. W.H.O. person- 
nel are working in the host country 
at the invitation of that country’s gov- 
ernment. Through such counterpart 
officials and other trained citizens, the 
knowledge and the techniques of en- 
vironmental sanitation can be spread 
to local levels and eventually to large 
segments of the population. 

The scope of this tremendous ideal 
of health for all peoples can be seen 
from a large map that hangs in 
W.H.O. headquarters in the Palace of 
Nations, Geneva, Switzerland. The 
world is marked off into six large re- 
gions, each of these regions having an 
area office of W.H.O. All six regions 
have urgent public health problems 
clamoring for the attention of engi- 
neers, medical personnel, and other 
professional health workers. What 
are these problems? Such things as 
bilharziasis (schistosomiasis ) in Egypt, 
yellow fever in the Americas, malaria 
in Afghanistan, elephantiasis in Thai- 
land, yaws in Haiti, tuberculosis al- 
most everywhere. The need is vir- 
tually endless, but the budget is less 
than the amount allocated to public 
health work in several individual 
states of the United States. 

The curative aspects of W.H.O.’s 
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work are but a small part of the or- 
ganization’s function. There are some 
21 other basic activities. Of these, 
one of the most important is educa- 
tion. The constitution of W.H.O. 
provides that one function shall be “to 
promote improved standards of teach- 
ing and training in the health, med- 
ical, and related professions.” Thus, 
around the world, W.H.O. personnel 
are constantly teaching at the profes- 
sional level in large universities as 
well as at the level of the simple vil- 
lager in the less developed countries. 

These two extreme levels of teach- 
ing, as well as the stages in between, 
are an important part of W.H.O.’s 
work in Egypt. This country, old in 
its history of engineering achievement, 
houses the regional W.H.O. office for 
the eastern Mediterranean countries 
in the large city of Alexandria. This 
city of a million people, however, is 
comparatively young by Egyptian 
standards, for it was founded by Alex- 
ander the Great in 342 B.C. 


Some Public Health Problems 
in the Eastern Mediterranean Area 


More than 5,000 years ago the gov- 
ernment of Egypt began to keep rec- 
ords of the annual flood level of the 
Nile River—and an ancient Nilometer, 
constructed to record this data, still 
may be seen at Asswan, close to the 


southern border of Egypt. For just 
about that many years the statues of 
the gods at the nearby temple of Abu 
Simbel have kept watch over the wa- 
ters of this lifegiving river as it enters 
Egypt on the long route from its 
sources in Ethiopia and central Africa 
to its outlet in the Mediterranean Sea. 

But the days of the Abu Simbel 
statues may be limited, for, if the new 
high dam near Asswan is actually con- 
structed, this ancient temple will be 
inundated. And even though the stat- 
ues themselves may be moved and 
saved, the waters covering the beauti- 
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ful old temple will emphasize th 
basic need of this dry, desert county 
of the Eastern Mediterranean—wate, 
With the coming of the dam to stor 
additional Nile water that is poy 
wasted in the run-off into the Mediter. 
ranean Sea, there will come inevitably 
an increased need to attack and make 
progress in handling the related engi- 
neering and public health problems, 

These problems are the familia 
ones of simple environmental sanit. 
tion, adequate water treatment and 
sewage disposal, and reasonably ade. 
quate medical care, especially for th 
poor fellahin who till the soil and 
work in the irrigation ditches. These 
rural villagers who cannot avoid get 
ting into the canals during their dai) 
work (for much of the agricultur 
land of Egypt is used on a year-round 
irrigation basis) present one of the 
most pressing public health problem 
of this area. 

More than half the population of 
Egypt is infected by the snail-bom 
bilharziasis (also called schistosomia- 
sis). Its cost to the country is esti 
mated to be some $200,000,000 a- 
nually. This debilitating disease is 
caused by parasitic worms that enter 
the human body by penetrating th 
skin. The female worm, after matu § 
ing in the human body, lays egg 
Some of these eggs, expelled with hw: 
man excreta, find their way into cam § 
and irrigation ditches. Once in th 
water they burst, and the freed mir 
cidium, or undeveloped embryo, mi) 
enter the body of a snail, a specid 
type prevalent in the canals. After 
living in the snail’s body for about: 
month the embryo succeeds in rept F 
ducing about 200,000 developed la F 
vae. After leaving the snail, the § 
cercariae swim about in the watt & 
and find their human victims amoit & 
the people who must work, bathe 
drink, or do the family laundry in te FF 
canals. So it has been for at least? 5 
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centuries in Egypt, for eggs have been 
found in Egyptian mummies that date 
as far back as 2000 B.C. 

This problem of controlling and per- 
haps, eventually, eradicating bilharzia- 
sis is one of the many urgent health 
tasks now being attacked by the 
W.H.O. in the Eastern Mediterranean 
region. 


Other Projects 

A large variety of activities is under 
way in these countries. Projects to as- 
sist with tuberculosis control are in 
progress in Aden, Cyprus, Egypt, 
Ethiopia, Iran, Iraq, Israel, Jordan, 
Lebanon, Libya, Pakistan, Saudi Ara- 
bia, Somalia, the Sudan, and French 
Somaliland. Similarly, projects to help 
control malaria, bilharziasis, hook- 
worm, eye diseases (especially through 
fly control), leprosy, cancer, and ven- 
ereal infections are active in the coun- 
tries of this area which have expressed 
a desire to work with W.H.O. 

Many projects look toward training 
leaders for the future—projects in the 
fields of medical and nursing educa- 
tion, sanitary engineering, industrial 
health, public health education and 
administration, school health pro- 
grams, and hospital administration. 
Education in public health practices 
is one of the most pressing needs of 
these 16 countries of the Eastern 
Mediterranean. This large area, with 
its center of activity at the regional 
office in Alexandria, presents examples 
of fine, modern public health installa- 
tions in some of the large cities. On 
the other hand, the rural areas fre- 
quently lack all of the facilities that 
are considered reasonably necessary 
for the health of the residents. 

There is much hope for improve- 
ment in Egypt through two processes 
now at work: the development of 
sound environmental sanitation prac- 
tices and the spread of education. It 
is anticipated that the latter process, 
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spearheaded by the University of 
Alexandria’s professional training in 
sanitary engineering, may radiate out 
into many other countries of the area. 


Public Health Education in Egypt 


In cooperation with W.H.O. and the 
United States’ I.C.A. program, the 
government of Egypt is pushing the 
educational work in attacking public 
health problems. The government's 
interest ranges from the village level, 
particularly with children in the pub- 
lic schools, upward to professional 
training at the Universities of Cairo 
and Alexandria. 

Representative examples of this gov- 
ernment concern for public health 
education are found in two current 
W.H.O. projects. At the level of the 
agricultural villager, the fellah, the 
Qalyub Health Demonstration Center 
at Qalyub Village, near Egypt's cap- 
itol city of Cairo, attempts to show the 
villagers simple public health prac- 
tices. These, of course, include basic 
environmental sanitation procedures 
that contribute to everyday healthful 
living. 

At the university level, the large 
University of Alexandria (with about 
13,000 students ) is developing and ex- 
panding its 5-year course in public 
health engineering and is opening re- 
lated courses at various educational 
levels at the High Institute of Public 
Health. In addition, a Sanitary Engi- 
neering Experiment Station is being 
developed. Although the present Uni- 
versity of Alexandria was founded only 
15 years ago, in 1942, the ancient city 
was famous for its great library of 
some 700,000 volumes (or rolls), its 
museum, and such scholarly achieve- 
ments as Euclid’s Elements of Geom- 
etry and Eratosthenes’ measurement 
of the diameter of the earth. 

With the decline of Rome, Alexan- 
dria entered a period of decadence. 
Almost all of its great educational in- 
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stitutions were destroyed. The ad- 
joining Canopic mouth of the Nile 
silted up, and Alexandria became a 
sleepy little city on the Mediterranean. 
Only after the Second World War did 
its vigorous rebirth really get under 
way. The urgent need for industrial- 
ization was recognized. With in- 
creased scientific interests came a new 
and urgent appreciation for better 
public health facilities and education. 

The University of Alexandria now 
looks forward to the prospect of be- 
coming a training center in sanitary 
engineering and public health educa- 
tion to serve the people of the entire 
eastern Mediterranean area. The 
W.H.O. has participated with the Uni- 
versity in its program of expanding 
and enriching the sanitary engineer- 
ing curriculum by providing visiting 
staff members and by assisting in the 
procurement of books and equipment. 
The High Institute of Public Health, 
located near the University, will be a 
part of the training center; its first 
classes began in September, 1956. In 
addition, the government of Egypt has 
created an Institute of Fundamental 
and Applied Research in Sanitary En- 
gineering. This Institute, too, is lo- 
cated close to the engineering build- 
ings of the University. 

Since no similar facility exists in the 
Middle East (with the exception of 
certain courses of study at the Amer- 
ican University of Beirut in Lebanon ), 
it is expected that this center can fill 
the need for training Arab students 
within the cultural framework of their 
own countries. The practice in the 
past has been to send students to 
Europe or the United States for grad- 
uate and, even, undergraduate study. 
Some of the students, when they have 
completed their degrees, have not 
wished to return and, in many cases, 
parts of their training may not be ap- 
plicable to their home situations. 

The enrollment at the University of 
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Alexandria for the school year of 
1955-56 totalled approximately 13.099 
with 1,753 students enrolled ip the 
five years of study required for engi. 
neering degrees. In 1955-56, how. 
ever, only seven students were ep. 
rolled for the degree of Bachelor of 
Science in Municipal and Sanitary 
Engineering. Consequently, efforts 
are now being made to reach prospec. 
tive students throughout the Arab 
countries. 

This degree in Municipal and Sani. 
tary Engineering is awarded upon the 
satisfactory completion of a 5-year 
technical curriculum in the School of 
Engineering. Students receiving this 
degree have spent their final two 
years in a separate department for 
municipal and sanitary engineering, 
The previous two years of study were 
taken in conjunction with civil engi- 
neering students, and the first year, 
known as the preparatory year, was 
devoted to general engineering. The 
separate Department of Municipal 
and Sanitary Engineering was devel- 
oped because the regular civil engi 
neering curriculum at this university 
places major emphasis on irrigation 
and structures. 

At present the 5-year curriculum is 
composed entirely of technical sub- 
jects. No provision is made for 
courses in the humanities, languages 
(but most students already have : 
reasonable command of English and 
French in addition to Arabic, and 
English is the language of instruction 
in the School of Engineering), and 
related fields. 


Immediate Needs 


For Egypt, education at the profes 
sional level is only a small part of the 
answer. The people of the village 
need education in public health pre 
tices immediately. In order to stat! 
meeting their needs the governmeil 
of Egypt, assisted by W.H.O, bas 
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heen developing a demonstration area 
‘na group of villages centered around 
Oalyub, near Cairo. Somewhat com- 
parable to the county public health 
organization in the United States, this 
project includes demonstrational ac- 
tivities in nursing with visiting public 
health nurses; in sanitation, with engi- 
neers and sanitarians demonstrating 
modern practices in water treatment, 
sewage disposal, and education; in 
maternal and child health practices; 
and in local hospital administration. 

One aspect of the child health pro- 
gam in this Qalyub demonstration 
area aims at complete control of tra- 
choma within this limited area. Tra- 
choma, a prevalent eye disease that 
may lead to blindness, is a serious 
problem in Egypt. Just before the 
seasonal outbreak of eye infections is 
expected, some 5,000 children of pre- 
school age in Qalyub are given sulfa 
drugs over a period of several days. 
Antibiotic ointment is applied to the 
eves of about 2,500 school children 
twice daily for two months. “Health 
committees,” composed of the chil- 
dren themselves, assist with these ap- 
plications. Small groups of these chil- 
dren are being followed up intensively 
to study the value of the treatments. 
And, not least important, intensive 
sanitation campaigns and fly-control 
measures are instituted in the par- 
ticipating villages. 

The entire Qalyub project consists 
of demonstrational activities that are 
somewhat experimental but that are 
expected to be desirable and workable 
in meeting Egypt’s public health 
needs. The facilities of this area are 
available to Egyptian institutions, such 
as the universities, for demonstration 
and instructional purposes. 


Water is the Key 
“From 
prophet Mohammed, “all life comes.” 


water,’ proclaimed the 
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And no citizen of Egypt wants to 
argue the point. The distribution of 
water is still controlled by the laws 
of the prophet, for in Egypt one lives 
always in the shadow of the past. 
The sanitary engineer in Egypt, as 
well as in many other parts of the 
world, must help to bridge the gap 
between the old and the new. 

Through education at all levels he 
hopes to help lead the people from the 
centuries-old shadduf, or bucket-lift 
operated by human labor, to modern 
irrigation equipment. He wants to 
make available and bring the people 
to use a modern distribution system 
rather than to provide the family 
water supply by means of filling clay 
water pots from the canals or the Nile. 
In short, he aims at helping to intro- 
duce millions of people to modern 
medical miracles and modern engi- 
neering practices of all sorts. 

And after he has tried to accomplish 
these miracles, has he in fact begun 
to accomplish the purpose for which 
88 nations, some of them ancient and 
traditional enemies, banded together 
to form the World Health Organiza- 
tion? Insofar as he has succeeded 
in preventing preventable diseases, 
curing curable diseases, and provid- 
ing more healthful environment, the 
W.H.O. worker has succeeded in help- 
ing millions of people become more 
productive and more capable of sup- 
porting themselves in today’s world. 
It is the dream of the sanitary engi- 
neer and all his associates in the 
World Health Organization to make 
at least a dent in the stupendous pro- 
gram of trying to “promote and pro- 
tect the health of all peoples” every- 
where in the world today. Only an 
idealist would dream of attacking a 
program like this, but the idealist be- 
lieves that such health-giving activ- 
ities often pay off in the most practical 
terms both for people and nations. 
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Robert A. Taft Sanitary Engineering Center, Public Health Seppicg 
U. S. Department of Health, Education, and Welfor 


Cincinnati, Ohiy 


Presented at a Conference of the Sanitary Engineering Committe 
No. 3 and the Applied Hydraulics Committee No. 5, 65th Annual Mee. 
ing of ASEE, Cornell University, Ithaca, New York, June 20, 1957, 
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The broad challenges to sanitary 
engineering recognized a decade ago 
are now being felt by all elements of 
the profession—consultants, educators, 
industry, and public agencies. Ten 
thousand U. S. communities are ex- 
periencing air pollution; the urgency 
of the need for a practical method of 
disposing of radioactive wastes be- 
comes even more acute as the first 
commercial nuclear power reactors 
approach completion; the revolution- 
ary trends toward centralized prep- 
aration and national distribution of 
pre-cooked, non-sterile foods are plac- 
ing increasing responsibilities for pub- 
lic health protection on industry and 
government; the acceptability of syn- 
thetic organic chemicals in drinking 
water supplies is regarded with less 
equanimity than formerly, as_ the 
chemical industry continues its growth 
and its competition for regional water 
resources. Each example cited repre- 
sents a complex of problems whose 
solutions require new knowledge and 
improved techniques. 

The opinions offered here are based 
on experience in research administra- 
tion at the Robert A. Taft Sanitary 
Engineering Center and on discus- 
sions with scientists and engineer col- 


leagues at the Center and elsewhere 
These comments are directed to the 
preparation of sanitary engineers for 
research, collaboration between engi. 
neers and scientists, and regional 
problems as focal points for univer. 
sity research. 


Preparation of the Sanitary Engineer 
for Research 


The profession is being forced t 
evaluate current research training and 
performance as essential elements in 
the total task of improving the sat: 
tary engineer's ability to cope with the 
new problems. In this, the profession 
is subjecting itself to the well-knom 


“agonizing reappraisal.” The lates 
evidence is to be found in the symp- 
sium of seven papers contained in the 
April, 1957, Journal of the Sanitan 
Engineering Division, ASCE. Each 
article focuses attention on some 
phase of the sanitary engineer's ¢ 
lemma: how to enable the engineer! 
deal with problems of the envi 
ment for which conventional sanitay 
engineering training is inadequate. 
We are confronted with the repot 
that in 1950 only 100 sanitary en? 
neers were engaged in research (2) 
In the period 1951-1956  inclusiv. 
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only 43 doctoral degrees in sanitary 
engineering have been awarded to 
U. §, nationals (3). The low produc- 
tion rate of research sanitary engi- 
neers reflects the small number of un- 
dergraduate students selecting sani- 
tary engineering as their profession. 

Motivation of undergraduates to- 
ward sanitary engineering is handi- 
capped by inadequate salaries (4) 
and ignorance of professional oppor- 
tunities. However, the challenging 
nature of sanitary engineering prob- 
lems may in itself be used as an in- 
ducement for research-minded engi- 
neering students to enter this field. 
We can assume that if he is oriented 
properly, he will find sanitary engi- 
neering research strongly competitive 
with other engineering branches as a 
useful and rewarding career. 

The reservoir of potential research 
workers is not limited to those com- 
pleting undergraduate work in sani- 
The great sanitary 


tary engineering. 
engineer, Allen Hazen, was trained as 


a chemist. (Conversely, the great 
biologist, G. C. Whipple, received his 
training in sanitary engineering.) The 
chemist, aquatic biologist, and micro- 
biologist have always been essential 
in the evaluation and control of en- 
vironmental health problems. 

At some institutions, chemists, phys- 
icists, and biologists can qualify as 
engineers by taking a basic core engi- 
neering course (5). Several promi- 
nent schools accept chemical and me- 
chanical engineers as candidates for 
sanitary engineering graduate training 
as readily as they accept civil and 
sanitary engineers (6). McKinney 
(7) has expressed his opinion that the 
chemical engineer is actually better 
equipped than the sanitary engineer 
to undertake studies on the control of 
industrial wastes. 

This may represent an extreme 
viewpoint; however, further evidence 
of what is in fact a broadening and 
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reshaping of the scope of the sanitary 
engineer's field is noted in the recent 
decision by the American Sanitary 
Engineering Inter-Society Board to 
give certification to qualified chemical 
engineers. In view of the exceedingly 
varied problems that must be solved, 
it is not surprising that a wide spec- 
trum of backgrounds may be appro- 
priate as preparation for significant 
research. Actually one may wonder 
whether sanitary engineering educa- 
tors have purposefully and effectively 
tapped these areas of undergraduate 
work as an important source of re- 
search personnel. 

The contribution that may be made 
by various scientific disciplines to the 
solution of sanitary engineering prob- 
lems indicates the obvious importance 
of basic science courses in the training 
of the sanitary engineer. The same 
general need prevails throughout en- 
gineering. A widely accepted expres- 
sion of this need in undergraduate 
training is contained in the Society’s 
Report on the Evaliation of Engineer- 
ing Education (8). The sanitary en- 
gineering situation is perhaps even 
more demanding than other engineer- 
ing fields because it is concerned with 
the impact of the environment on the 
organism—in effect, a merging of engi- 
neering and biology. 

Many of us—in education and out— 
are persuaded that specialization in 
sanitary engineering is best developed 
on a broadened and intensified foun- 
dation of basic sciences and applica- 
ble engineering principles. The prac- 
tice of this kind of engineering would 
be obtained most usefully through a 
combination of graduate study and 
work experience. Even with more 
generalized engineering preparation, 
the problem of specialization may not 
be resolved easily. The question still 
remains: should the selection of basic 
courses depend on the environmental 
phase—air, water, radioactivity, food— 
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in which the sanitary engineer pro- 
poses to work? 

The difference in views of what 
should be presented to the student 
is illustrated by the specific prefer- 
ences of the persons in charge of the 
major research areas at the Sanitary 
Engineering Center. In air pollution 
control the student should have know!l- 
edge of meteorology, principles of unit 
operations and processes, and physiol- 
ogy. In addition, he should be given 
a major course in air pollution, includ- 
ing sampling and analytical tech- 
niques, control, and legislation. 

The student in radiological health 
should receive training in the use, 
handling, and measurement of radio- 
activity, supplementing a basic course 
in nuclear physics. He should also 
be informed on the shielding charac- 
teristics of various structural materials 
and on the effects of radioactive mate- 
rials on strength and other structural 
properties. In food sanitation he 
should receive additional information 
on microbiology and biochemistry. 

In the field of water supply and 
water pollution, the sanitary engineer 
undergraduate should have more 
mathematics, organic, physical, and 
biochemistry, and microbiology. Many 
of these subjects may be part of exist- 
ing courses. However, the problem 
of reconciling these needs is obviously 
a formidable task for the educator. 

While the degree of stress on basic 
science for the undergraduate may be 
debated, there should be no argument 
on the need for the strongest founda- 
tion in science and scientific method 
for the sanitary engineer in research. 
Adequate instruction in the sciences, 
in engineering principles and _ prac- 
tices, and experience in the rigor and 
discipline of independent research 
would normally require at least the 
equivalent of a full doctoral degree. 
Post-doctoral research experience at 
the University should be encouraged 
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for the gifted research sanitary engi. 
neer, as it has long been for othe 
scientists. 

Thoughtful commentators op the 
plight of the sanitary engineer empha. 
size the importance of the humanitie 
and social sciences in supplementing 
the physical sciences required jn the 
undergraduate course. An under. 
standing of broad economic and social 
forces and of their influence in shap. 
ing the living and work environment 
is essential to intelligent planning of 
the engineering program. The sanj. 
tary engineer will render his most use. 
ful service when he foresees probable 
public health effects from emerging 
environmental factors, interprets these 
influences in terms of a desirable 
course of action, and obtains effective 
support for this action. 

An awareness of the public health 
significance in environmental change 
should be the hallmark of the sanitary 
engineer. This is routinely displayed 
in evaluating the pollutional effects 
and treatment requirements of gase- 
ous, particulate, and liquid material 
proposed for discharge into the at. 
mosphere or water course. However, 
these are familiar sanitary engineering 
problems. Beyond these situations 
we should be able to discern impor 
tant hazards that might follow major 
changes in environment. 

For example, we might try to fore- 
see at this time the public: health 
stresses, if any, that might be created 
when the St. Lawrence Waterway ii 
completed and inland cities are con- 
verted to ports for transoceanic ship 
ping. Or, we might predict the effect 
of the federal highway construction 
program on urbanization, with its a 
tendant water supply and sewage di 
posal problems. 

Already, we are confronted by que 
tions on adequate sewage treatment il 
areas remote from water cours 


where only natural drainage ditches 
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are available for final disposal of 
treated effluents. These and many 
similar problems are either present or 
are imminent. The sanitary engineer 
oriented in the social sciences would 
be alert to subtle but important en- 
yjronmental influences on public health 
and well-being. 

Skill in the art of communication is 
particularly important. Inadequate 
preparation has been emphasized in 
the Report on Evaluation of Engineer- 
ing Education, which states: “The 
voung engineer is handicapped by in- 
ability to convey ideas to others in a 
clear, logical and interesting manner, 
using correct and concise oral or writ- 
ten language.” Any of us who have 
to review technical papers prior to 
publication would strongly support 
additional, rigorous training to help 
the research worker write more clearly. 
For that matter, any of us who have to 
present and defend budgets would be 
grateful for a greater facility in eftec- 
tive oral expression. 


Collaboration Between the Research 
Sanitary Engineer and the Scientist 


It is generally accepted that the 
sanitary engineer in research requires 
the collaborative efforts of his scien- 
tific colleagues. Occasionally this de- 
pendence is minimal, consisting only 
of consultation when difficult special 
situations are encountered. The de- 
velopment of a desirable cooperative 
enterprise might be greatly strength- 
ened at most sanitary engineering re- 
search institutions. 

The full contribution of science 
to sanitary engineering is far from 
having been realized even in the fa- 
miliar problems of water supply and 
water pollution. One consequence is 
that sanitary engineering research is 
characterized by refinement of exist- 
Ing processes where paths have al- 
ready been laid out, rather than by 
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really fundamental advances.  Al- 
though what constitutes a fundamen- 
tal advance may be a matter of per- 
sonal definition or preference, it would 
be difficult to point to more than a 
very few clear-cut “break-throughs” 
by sanitary engineers in the last dec- 
ade, leading to novel and rewarding 
avenues of engineering practice. 

The gap in communication between 
sanitary engineers and scientists in re- 
lated fields has been mentioned by 
Faber (5), who stated that a huge 
backlog of scientific findings in chem- 
istry, physics, and biology is now 
available to the sanitary engineer be- 
cause research in these fields has 
forged out so far ahead of that in sani- 
tary engineering. “Water chemistry, 
for example, lags far behind petroleum 
chemistry. As an illustration: inspec- 
tion of the sanitary engineering litera- 
ture has shown that the concept of 
‘activity coefficients’ was not applied 
in water chemistry until late in the 
1930's, many years after being widely 
used in the industrial research area.” 

This failure in recognition and use 
of important new knowledge probably 
exists in other areas. For example, in 
the familiar field of water supply and 
pollution, it might be of interest to 
emphasize further exploration of the 
following: 


1. Bacterial mutation as it may con- 
tribute to biological oxidation of in- 
dustrial waste. 

2. Kinetics of chemical reactions in 
dilute solutions as it may contribute to 
knowledge of assimilation of wastes 
in streams. 

3. Biochemistry as it may contrib- 
ute to the specific identification and 
the measurement of trace concentra- 
tions of organic material in polluted 
waters. 

4. Physical chemistry as it may con- 
tribute to improved control of chem- 
ical coagulation. 
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These are merely a few suggestions 
of specialized fields in which research 
engineers and scientists might improve 
their communication. The school of 
sanitary engineering, with its faculty 
and student research potential and its 
close proximity to other university de- 
partments, is in an ideal position to 
promote such collaborative studies. 
For the graduate student interested in 
research, the opportunity for cross- 
fertilization at the outset of his career 
should be particularly rewarding. 

This idea is not novel. Some schools 
of sanitary engineering already use 
the resources of other departments to 
broaden and strengthen the sanitary 
research enterprise. Such practices 
can be expanded with considerable 
profit. 

The initiation of collaborative re- 
search is probably handicapped by 
competition for the research effort of 
the small number of doctoral candi- 
dates in sanitary engineering and in 
other departments, and by the insuffi- 
ciency of research resources in sani- 
tary engineering schools. We may 
hope that these conditions will be 
changed when the present expanding 
school enrollment is reflected in the 
graduate school. 

Federal grants to support research 
at sanitary engineering schools should 
be increasingly useful in attracting re- 
search-minded students, and in im- 
proving research facilities. The growth 
of interest in the PHS research grant 
programs in sanitary engineering is 
evident in the recent spurt in applica- 
tions and in the amount of funds dis- 
bursed. The extent of this assistance 
may be expected to increase as a re- 
sult of authorizations for research 
grants contained in the Federal air 
pollution control and water pollution 
control legislation. 

The PHS has just initiated support 
of research fellowships in the field of 
sanitary engineering at the pre- and 
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post-doctorate levels to increase the 
number of engineers and_ scientist 
qualified to undertake independent re. 
search. Grants for construction and 
equipping of health research facilities 
were authorized on a matching basis 
in 1956. 

With the newer problems requiring 
solutions, the sanitary engineer must 
inevitably lean more heavily than be. 
fore on the organic, physical, and bio. 
chemists, on the physicists, on flyid 
mechanicians, on microbiologists, and 
on many other specialists in the basic 
sciences. Current and foreseeable re. 
search involving synthetic organic 
chemicals in water, air, and food, m. 
dioactive materials, and more intel. 
ligent use of microorganisms in waste 
destruction or reclamation point to 
the ascendance of the team of scien. 
tists as a basic research unit. 

Purpose and direction will be pro- 
vided by that member of the team 
who commands the greatest respect of 
his colleagues for his ability and scien. 
tific judgment. The minimum con 
tribution of the sanitary engineer to 
the team’s effectiveness should log. 
ically be the application of the re 
search findings to the design of con 
trol works. In addition, one should 
expect him to provide sound perspec- 
tive and to be an effective catalyst and 
coordinator in all phases of the re 
search enterprise. 

Actually, the sanitary engineers 
contribution could be even greater. 
Since he uses science and engineering 
to control environmental conditionsaf- 
fecting man’s health and well-being, 
his training is suited to accepting com- 
prehensive responsibility for major te 
search tasks. Therefore, the sanitary 
engineer who has received intensive 
training in the sciences and who has 
had rigorous experience in researc 
could be ideally qualified to provide 
effective team leadership. 
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Research on Regional Problems 


While the particular interest of edu- 
cators may dominate the university re- 
search program, the influence of local 
problems will frequently be reflected 
in the research tasks undertaken. This 
is not surprising, because the school is 
often considered to be a regional re- 
source and its staff are expected to 
provide expert consultation on prob- 
lems of the area. 

It is likely that with intensified en- 
vironmental stresses in the future, the 
pressures put on the schools to consti- 
tute foci of technical competency on 
these problems will become even 
greater than at present. Since re- 
gional problems differ, it is conceiv- 
able that schools may specialize more 
than at present in their selection of 
sanitary engineering problems. 

An example of a regional problem 
which may serve to focus the sanitary 
engineering research program is the 
following: 


The upper portion of the Ohio 
River system offers a variety of very 
dificult and significant problems. 
These waters, initially of very high 
quality, are impounded in federally 
constructed reservoirs, and are pol- 
luted by acid mine drainage, indus- 
trial inorganic and organic wastes, 
and raw or incompletely treated sew- 
age from a number of communities. 

In the course of its flow the stream 
is used as a source of industrial water 
supply by a great many industrial 
plants, and is a source of drinking 
water for many communities in Penn- 
sylvania, West Virginia, and Ohio. 
Among the problems of research inter- 
est are the following: 

1. Determination of adverse effects 
of impoundment on water quality. 

2. Determination of the effects of 
synthetic organic chemical wastes on 
reaeration rates and on stream self- 
purification rates. 
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3. Formulation of flow diffusion 
patterns of wastes discharged into 
pooled waters. 

4. Determination of effects of in- 
creased temperatures resulting from 
discharge of industrial cooling waters 
on stream biota and self-purification. 

5. Determination of effects on self- 
purification capacity when a freely 
flowing stream is converted to a series 
of navigation pools. 

6. Determination of effects of inter- 
mittent flows produced by hydroelec- 
tric power plant operations on stream 
self-purification characteristics. 


Summary 


In summary, the following points are 
stressed: 


1. Because scientists of all kinds 
play an essential role in sanitary engi- 
neering research, educators could try 
more aggressively to orient student 
scientists and engineers toward ca- 
reers in this field. 

2. Preparation for sanitary engi- 
neering is best developed through a 
disciplined program of undergraduate 
study in the basic sciences—mathe- 
matics, chemistry, physics and biology 
—and in applicable engineering prin- 
ciples. Instruction in the sanitary en- 
gineering practice may be gained 
most usefully through a combination 
of graduate study and work experi- 
ence. 

3. Educators should promote col- 
laborative research with university 
science departments to improve op- 
portunities for bringing into the sani- 
tary engineering field basic new knowl- 
edge from other areas. 

4. As far as feasible, educators 
should relate the university research 
program in sanitary engineering to 
significant problems of the region. 

The variety and range of his tasks 
force the sanitary engineer in research 
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to possess knowledge encompassing fields. This scope of knowledge jg , 


literally the whole gamut of the sci- | measure of the responsibility of the 

ences as well as fundamental engi- educator in preparing sanitary engi- 

neering principles applicable to many __ neers for research careers. 
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“Increasingly, I find myself in sympathy with breaking down the bar- 
riers between undergraduate curricula. Non-specialization at the B.S. 
level seems quite appropriate to me, at least for a large proportion of 


engineers in the process industries. 


For the sake of those who do not 


share this view, however, I shall endeavor to confine my remarks to 
mechanical engineering. 


At the outset, let’s look briefly at 
the nature and scope of the process 
industries. It has become quite dif_i- 
cult to define the boundaries of the 
chemical industry. Success has lured 
companies from other industries into 
its orbit: petroleum producers are 
now important chemical manufactur- 
ers; paper companies, rubber com- 
panies, even manufacturers of elec- 
trical machines and farm equipment 
are chemical producers today. 

The industry is still relatively 
young, yet its sales last year topped 
the 24 billion dollar mark. For engi- 
neers it has two characteristics which 
make it of special interest: It has a 
very high growth rate, and it is what 
I would like to call a technical man’s 
industry. The 12,000 plants of the in- 
dustry today are located in every re- 
gion of the United States. Since 1939, 
production of industrial chemicals has 
grown at an average rate of about 
10% a year, compared to 3% for all 
industry. Continued growth at a rate 
greater than the rest of industry is 
predicted by authoritative studies. 

The large number of technical peo- 
ple employed in the chemical busi- 
hess is both a cause of this rapid 
growth and a result of it. For 35 





Ww 


years, research and development pro- 
grams in the chemical industry have 
been in the forefront of industrial re- 
search. In 1956 the National Science 
Foundation estimated that 34% of the 
62,700 scientists and engineers em- 
ployed by the chemical industry in 
January, 1954, were engaged in re- 
search and development. 

Chemical companies largely create 
their own markets by developing new 
and superior products for old uses, 
like nylon for stockings. They also 
develop products which make possible 
uses never thought of before, such as 
polyethylene for squeeze bottles or 
super-pure silicon for transistors. 

All of my experience in the process 
industry has been with the du Pont 
Company. Although du Pont is the 
largest corporation in the industry, it 
has only about 8.3% of the chemical 
and allied products business in the 
United States, and competes with 
over 10,000 other companies. Du 
Pont produces more than 1200 major 
products and product lines. Accord- 
ingly, I believe it provides an excel- 
lent case study in the scope of engi- 
neering work carried out in the proc- 
ess industries. 

Let’s have a look at the organiza- 
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tion of the du Pont Company to get a 
better picture of how this engineering 
is carried out. As you probably know, 
du Pont is a highly decentralized or- 
ganization. Eleven separate indus- 
trial departments operate the Com- 
pany’s 75 manufacturing plants lo- 
cated throughout the United States. 
These autonomous departments also 
conduct their own research and sell- 
ing operations. Each of these depart- 
ments does some engineering work in 
such diverse activities as research, de- 
velopment, production, maintenance, 
and technical sales. 

Research and development may be 
carried out in large laboratories lo- 
cated in Wilmington or at laboratories 
or semi-works facilities at the plants. 
Plant process development, produc- 
tion, maintenance, minor design, and 
construction are carried out at plants 
with as few as 40 employees located 
far from centralized facilities or at 
large plants with as many as 3000 
employees located either near or far 
from centralized sources of talent and 
facilities. With so many kinds and 
types of products developed, manu- 
factured, and used under such a vari- 
ety of circumstances, the technology 
involved in the engineering done ob- 
viously runs the whole gamut of the 
physical and engineering sciences. 

So much for the eleven profit-pro- 
ducing industrial departments. In du 
Pont there are also fourteen auxiliary 
departments which provide services 
to the industrial departments. The 
largest of the auxiliary units is the En- 
gineering Department, which employs 
almost one-third of the Company’s 
engineers. The Engineering Depart- 
ment is highly integrated, with opera- 
tions ranging from research to con- 
struction work. 

It maintains three laboratories de- 
voted to developing basic information 
for future designs and facilities which 
will improve return on investment 
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and product quality. These are the 
Engineering Research Laboratory, the 
Radiation Physics Laboratory, and the 
Mechanical Development Laboratory 
The last of these, employing primarily 
mechanical engineers, designs, builds 
and tests prototypes of special-purpose 
machines in addition to conducting 
mechanical and electro-mechanical re. 
search. The Engineering Department 
handles the bulk of the Companys 
design and construction. In the past 
ten years, it has undertaken approx. 
imately 1500 major projects account. 
ing for over 800 million dollars, 

In addition, the Engineering De. 
partment has handled projects ag. 
gregating one and one-third billion 
dollars for the U. S. Government and 
two du Pont licensees. Supplement. 


ing these activities, the Engineering 
Department maintains some resident 
engineers at many plant locations tp 
assist operating departments in reduc. 
ing manufacturing costs and improv. 


ing product quality. It also provides 
from a central source, a wide range of 
engineering consulting services. 

This background on engineering at 
du Pont has been recited in order to 
give you an idea of its vast diversity. 
In this complex industry, we have al 
types of mechanical engineering from 
research and development through de 
sign, construction, production, mait- 
tenance, and sales. Recognizing that 
a large portion of the technology and 
manufacturing operations in the in 
dustry involve essentially _ physical 
rather than chemical change to the 
material being processed, let's look a 
some examples. 

In one area of the chemical indus 
try, the concept was developed that 
size, shape, and polarity of molecules 
largely determine their behavior i 
finished products. This concept 1 
vealed the type of molecular architec 
ture necessary for such varied prod- 
ucts as flexible film; hard, machinable 
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plastics; polyesters to replace metals; 
oil-soluble as well as oil-resistant rub- 
hers; and fibers finer than hairs but 


stronger than steel. 

When Dr. Carothers, a chemist, 
pulled the first strand of nylon (the 
frst truly synthetic fiber), he created 
a challenge for the engineers. Ma- 
chines had to be developed and built 
that could spin this polymer so that it 
would be uniform in quality and eco- 
nomical to produce. They had to 
handle strands of fiber for filaments 
fner than a spiders web and at 
speeds faster than a mile a minute. 

Many steps of mechanically work- 
ing or manipulating of the fibers are 
required to help develop the physical 
properties desired. Different proper- 
ties are needed, depending upon the 
end use of the product, such as, for 
example, fine hose or parachute cloth 
or tire cord. Each of these also re- 
quires special types of packaging to 
meet the requirements of the users. 

I have been talking about the obvi- 
ous mechanical aspects of the process, 
but half of the investment in the facil- 
ities for making nylon is involved in 
making the stuff that Dr. Carothers 
had in his test tube. This so-called 
chemical part of the operation also 
requires a surprisingly large amount 
of mechanical equipment: agitators, 
reactors, pumps, heat exchangers, con- 
trol devices, conveyors, and many 
more items of that sort. Problems in- 
volved in these areas are primarily 
those of the mechanical engineer. 

In another area of the chemical in- 
dustry, the original work of Haber on 
the fixation of atmospheric nitrogen 
opened up a large area of difficult 
problems for mechanical engineers. 
The supply of available nitrogen in 
the earth is limited and inadequate 
for the fertilizer required in the pro- 
duction of food. Improved methods 
of using the available nitrogen in the 
earth brought only temporary relief. 


M.E. IN THE PROCESS INDUSTRIES 


When a process was conceived and 
developed whereby the nitrogen in 
the air about us could be fixed and 
put to use, vast quantities became 
available both for agricultural and 
other purposes. In the hands of the 
process industry, this vast supply of 
extra nitrogen was put to use in such 
diversified ways as treatments for 
steel, explosives, better dyes, and a 
wide range of drugs for the control of 
disease. 

To make this process practical, the 
talents of mechanical engineers were 
taxed to the utmost. Their problems 
involved development of compressors 
to operate reliably and safely at 1000 
atmospheres pressure in sizes of sev- 
eral thousand horse power, converters 
in which the pressure problem was 
compounded by temperatures of 450° 
C., and other complications too nu- 
merous to mention. Mechanical engi- 
neers met these challenges. 

In the growing chemical industry, 
mechanical engineers perform most 
of the types of work that they do in 
any other industry. The added com- 
plications of the severe physical con- 
ditions in which the chemical indus- 
try operates make the normal func- 
tions of research, development, de- 
sign, production, maintenance, and 
sales especially interesting. 

Once a frontier has been bridged 
into the unknown and a new product 
has been developed through research, 
we again head into the unknown 
when the plant has to be designed to 
produce this product. As I have pre- 
viously mentioned, du Pont does all 
its own major process design through 
the Engineering Department. This is 
done for several reasons: speed, econ- 
omy, and protection of know-how. 
The work involves design of process 
machinery and equipment, such as 
pressure vessels and the piping neces- 
sary to transport fluids. 

To do it satisfactorily requires a 
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knowledge of heat transfer, fluid me- 
chanics, strength of materials, and 
basic physics and chemistry—the tools 
of the mechanical engineer. In addi- 
tion to the engineers who plan this 
special process equipment, the design 
of many components is carried on by 
specialists in the fields of instruments, 
power, refrigeration, air conditioning, 
heating and ventilating, pumps, seals, 
bearings, and the solution of special 
mechanical problems, such as com- 
plex stress analysis. 

Design is followed quickly and of- 
ten almost concurrently by construc- 
tion. Mechanical engineers appear 
here in the supervision of the various 
crafts necessary to new plants, includ- 
ing installation of equipment and its 
start-up. 

Once the plant has been placed in 
operation, it falls to mechanical engi- 
neers, through the plant engineering 
groups, to maintain that plant in an 
economical operating state, to super- 
vise the necessary maintenance, to de- 
vise solutions to plant problems, to as- 
sist in planning for future expansion. 
Maintenance of complex chemical 
plant equipment in its rugged service 
frequently requires mechanical engi- 
neering of the highest order if it is to 
be done with the necessary safety and 
economy. Maintenance engineers su- 
pervise foremen and the various me- 
chanical crafts engaged in mainte- 
nance work. They often do design 
for changes and additions of moderate 
magnitude and supervise the construc- 
tion work. 

In many of the plants whose opera- 
tions are largely mechanical, mechan- 
ical engineers also serve as production 
supervisors. These men maintain em- 
ployee relations, production output, 
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quality, and safety, but while doing 
so, keep an eye open for ways to im. 
prove the equipment and machines, 

An adequate engineering _ back. 
ground and knowledge, appropriate) 
planted among production people, bys 
often made possible some of the Most 
creative solutions to difficult problems 
and, at the very least, helps materisl) 
in getting the proper specialists a. 
signed to problems which operating 
people cannot solve. Mechanical ep. 
gineers are successful, often essential] 
in those sales activities where thei 
special knowledge and training ca 
help the customer in his use of the 
Company products. 

Thus we see how the chemical jp. 
dustry can and does use the services 
of many mechanical engineers having 
a variety of backgrounds and talent 
These engineers may specialize in any 
of the fields I have mentioned, or they 
may obtain broad experience in many 
of them. In either case, they ca 
make a major contribution to th 
process industries. 

May I remind you, therefore, that 
mechanical engineers are needed in 
all phases of industrial activity in the 
process industries, including design, 
construction, operation, and mainte. 
nance. In du Pont there are ove 
1700 mechanical engineers, about one 
quarter of the total number of eng- 
neers in the Company. In the Eng: 
neering Department, one-third of the 
engineers are mechanicals. I have 
tried to give you a brief but compre 
hensive look at what they do. Th 
work that they will have to do in tle 
future staggers the imagination. Whit 
they will do will doubtless surpas 


all expectations. 


— 
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THE NEW LOOK IN HEAT POWER: 
UNDERGRADUATE STUDY 


KENNETH N. ASTILL 
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Tufts University, Medford, Massachusetts 


Presented at the evening conference of the Mechanical Engineering 
Division, June 18, 1957; recommended for publication by the Division. 


These are days of an academic 
revolution in engineering education. 
It is a revolution that is well organ- 
ied, universal, and, by historical 
standards, rather passive. Now that 
some of the hysteria has died away, 
we are examining the proposed 
changes with a rational approach 
which is commendable. (Or can a 
revolution without hysteria fairly be 
called a revolution? ) 

It is my mission, however, to ex- 
press my views on the directions our 
heat power courses should follow, and 
it is my earnest desire to say some- 
thing controversial. It is from con- 
troversy that good ideas often spring. 

To examine one’s area of teaching 
with an intent to improve it requires 
that the examiner stand back from his 
work as a painter does; one must 
divorce himself from any emotional 
bias, and be as objective as possible. 
Many people are willing to make 
changes in curricula as long as the 
change increases the amount of study 
done in their field. To be truly ob- 
jective, we must be prepared to re- 
duce course time or even to drop one 
of our own courses from the required 
list if our conclusion is that this would 
build a stronger curriculum. 

Now that we are in an objective but 
jolly frame of mind, let us outline our 
attack on this problem. Our goal is 
to suggest ways in which the teaching 
ot undergraduate heat power may 
best fit into the engineering curric- 
ulum of the future. To do this we 
must first explain why we teach heat 


power. Secondly we must examine 
curricula in various institutions to de- 
termine what is done at present. 
Finally we must purge our current 
courses of non-essentials and outline 
a positive plan of action. Certainly 
if we find existing programs meet 
with our requirements for an ideal- 
ized curriculum we need not apply 
our third step. 

My preference at this point would 
be to skip item one and go directly 
to item two. But alas, it is imperative 
that we establish why heat power 
courses are taught and what under- 
graduate preparation we expect a stu- 
dent to obtain in this field. 

The “Report of the Committee on 
Evaluation of Engineering Educa- 
tion” June, 1955, offers a possible an- 
swer. The technical objective o: en- 
gineering education, this report says, 
“is preparation for the performance 
of the functions of analysis and crea- 
tive design, or of the functions of 
construction, production or operation 
where a full knowledge of the analysis 
and design of the structure, machine 
or process is essential. It also in- 
volves mastery of the fundamental 
scientific principles associated with 
any branch of engineering including 
a knowledge of their limitations and 
of their applications to particular 
problems.” 

From experience with engineering 
problems of this nature, one con- 
cludes that among the areas of sci- 
ence upon which engineering relies 
are certain ones which can be clas- 
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sified as heat power. Using the list 
of six engineering sciences suggested 
by the Committee on Evaluation, the 
sciences of thermodynamics and heat- 
mass and momentum transfer could 
be considered in this domain. With 
these sciences as the tools, the student 
should be instructed in their use, for 
this is what distinguishes the field of 
engineering from that of physics. The 
Evaluation Committee describes this 
area as “Education directed toward 
the creative and practical phases of 
economic design, involving analysis, 
synthesis, development, and engineer- 
ing research.” 

One might offer other reasons for 
the existence of a heat power faculty. 
There is a liberal arts nature to ther- 
modynamics that should not be over- 
looked. This lies in the philosophy 
and logic which it employs. 

These reasons seem sufficient to 
justify the inclusion of undergraduate 
heat power courses in an engineering 
curriculum. The extent of the in- 
struction given a student will vary 
depending on the students field of 
specialization. There will be some 
students who will only take a single 
course in heat power, perhaps as a 
service course. This group should be 
capable of at least having an appre- 
ciation of the problems confronting 
the engineer working with heat and 
thermodynamics. The ability to dis- 
cuss problems and read in these fields 
should also be helpful to this student. 

At the other extreme are the stu- 
dents who will work in the field of 
heat and thermodynamics in industry 
or study it extensively in graduate 
school. These people should have 
gained a firm platform from which to 
branch into the many areas of heat 
and thermodynamics. This will re- 
quire a basic course in thermodynam- 
ics and some advanced or applied 
work before graduation. 
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Now that we have convinced oy. 
selves that we should teach subjects 
in heat power, let us examine how this 
job is being done in schools through. 
out the country. The area of he 
power seems to be divided into the 
following groups; thermodynamic, 
heat transfer, applications or profes. 
sional courses, and the service courses, 

For this study, the author examined 
the catalogs of thirty-two colleges 
These schools were chosen as arhj. 
trarily as one would in simply reach. 
ing for thirty-two catalogs from the 
library shelf. This turned out to be 
a good way to sample, as the list ip. 
cludes technical schools, state uni. 
versities, privately endowed schook 
and municipal universities. Caution 
was exercised in using catalogs for 
1955 or later. Most catalogs were for 
the current year. 

Tabulations were made of course 
in heat power taken by mechanic 
engineering and electrical engineer. 
ing students in the several school 
Only courses which were required for 
all mechanical or electrical student 
were listed. This resulted in some 
difficulty as some universities offer 
heat power options. Students taking 
a heat power option are required t 
take more heat power courses tha 
students in other options. For thi 
survey, only courses required for st 
dents in all options were considered 
The results of this survey for mecha 
ical engineering students are sul 
marized in the following table: 
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Heat transfer. Number of schools 
requiring 
Number of schools offering: 


As an undergraduate course ...... 24 
Only as a graduate course 
No course offered 


Applied or professional heat power courses: 
Number of schools requiring: 


10 (three offer heat power 
options with required 
applied courses ) 


No course ... 


1 course 

9 courses .... 
3 courses .... 
4 courses .... 
5 


courses .... (a five year program) 


Average number of courses required ... 16 
Total number of heat power courses required: 


Number of schools requiring: 


1 course 

courses 

courses 

courses 

courses 

courses 

courses 
8 courses 1 (five year) 
Average number ... 4.6 


The average school requires two 
terms of thermodynamics in the junior 
or third year accompanied by a single 
laboratory. They may require a heat 
transfer course (about 50% do), but 
in any event there will be three other 
courses in heat power required. There 
is usually one or two laboratories in 
heat power as well. In cases where 
heat power options are offered, there 
is considerably more heat power re- 
quired. About one fourth of the uni- 
Versities studied had some form of 
heat power option available. Only 5 
of the schools require an elementary 
heat power course, given in the soph- 
omore year in each case. 

The professional courses go under 
humerous titles. By categories, the 


number of schools requiring courses 
were: internal combustion engines, 12; 
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turbines, 4; power plants, 13; heating, 
ventilating, airconditioning and re- 
frigeration (in various combinations ), 
9; courses called “engines” or “applied 
heat power’ are required in 5 schools. 

In one college the thermodynamics 
is taught with fluid flow. One univer- 
sity does not specifically require any 
heat power course for its mechanical 
engineers, although the electives are 
restricted so that a course in heat 
power will probably be taken. An- 
other interesting feature of the study 
was that although the “Evaluation” 
report speaks of “heat, mass and mo- 
mentum transfer” only two schools 
mention mass transfer in their outline 
of the heat transfer course. 

In an effort to evaluate what is be- 
ing done in the way of heat power 
in the area of service courses, the elec- 
trical engineering curricular of these 
same thirty-two schools were studied. 
The number of schools and the re- 
quired number of heat power courses 
for electrical engineers follow: 


1 school 
19 schools 
12 schools 


No heat power required 
One course required 
Two courses required 


One of the schools requiring two 
courses specifies a one term sopho- 
more course in elementary heat power 
followed by a single term thermody- 
namics course in the junior year. 
Eight of the schools give one or all of 
their thermodynamics courses in the 
senior year. However, the typical en- 
gineering school requires a single 
thermodynamics course given in the 
junior year, which is accompanied by 
a heat power laboratory. 

Several interesting things appeared 
in the study of service courses. Al- 
though the evaluation committee felt 
that heat transfer was nourishing for 
all engineers, regardless of field, only 
one of the schools has seen fit to re- 
quire it of their electrical engineer- 
ing students. In one school, the first 
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of two thermodynamics courses for 
electrical engineers was taken in the 
physics department and the second 
in the mechanical engineering de- 
partment. Another institution allows 
the single required thermodynamics 
course to be taken in either the me- 
chanical, chemical engineering or 
physics departments. These students 
may elect to take a second term of 
thermo given in the mechanical engi- 
neering department. 

These then are the things that the 
colleges are presently doing in the 
area of heat power for the undergrad- 
uate. Of course it should be no sur- 
prise to anyone that the term thermo- 
dynamics or applied thermodynamics 
has different meanings in different 
schools. 

It is at this point that I leave the 
realm of facts and figures and seek an 
answer to the third objective: to 
purge our courses of non-essentials 
and outline a heat power program for 
the future. These opinions are based 
upon observations, catalogue descrip- 
tions and a knowledge of the under- 
graduate heat power text books in 
use. It is the thermodynamics course 
that forms the basis for a student's 
future work in heat power, whether 
that is in the form of more advanced 
courses or of work in the field. For 
many students the thermo course is 
the only heat power course taken. 

Consequently, the first course in 
thermodynamics for any student 
should (1) establish a thorough un- 
derstanding of the first and second 
laws, and (2) endeavor to stimulate 
the student’s interest in the field of 
heat power, with the hope that some 
of the better students will choose heat 
power as their major field. 

It is my belief that both of these 
goals can be accomplished best by 
turning our attention more toward 
what might be called the classical 
forms of thermodynamics. Thermo- 
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dynamics is logical and precise, It 
has been my experience that the st). 
dents are hungry for just such , 
challenge. 

All too often, thermodynamig 
courses endeavor to start the student 
solving problems as soon as possible. 
This results in introductions of they. 
modynamics of gases and cycles hp. 
fore they should be introduced, ang 
reduced emphasis on the logical de. 
velopment of thermodynamics ag , 
science. 

An eminent faculty member of , 
large school told me recently that jn 
his school, where many sections of 
thermodynamics are taught simulta. 
neously, the effort seems to be to pre. 
pare all of the sections for the same 
final exam. This requires that the 
students spend their time in problem 
drills, so that at the end of the tem 
all of these actions will have had 
equal preparation. This is hardly the 
way to inspire. 

It is my opinion that most of ow 
courses and many of the commonly 
used texts in thermodynamics have 
one or more of the following short 
comings: 


1. Lack of rigor in deducing fact 
from the basic laws. 

2. Failure to establish the concept 
of temperature in a logical manner. 

3. Failure to give all connotations 
of the first law, rather than simply the 
conservation of energy. 

4. A weak treatment of entropyand 
the second law. Entropy is frequently 
stated as a definition, and posed to 
the student as something mysterious 
that even the instructor can’t under 
stand. Often entropy is introduced 
before the Carnot cycle and frequent! 
entropy is used to show that the ef 
ciency of the Carnot cycle is solely: 
function of temperature. The secon 
law is delayed until the last third 
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the course and rarely applied to 
problems. 

5. Using a particular pure sub- 
dance such as an ideal gas to prove 
, thermodynamic fact then simply ex- 
tending it to all substances. 

6. Leading the reader even to think 
that the only good thermodynamic 
substances are vapors and gases. Are 
solids to be denied obedience to the 
first law? 

7. Studying state changes in ideal 
gases one process at a time; again fail- 
ing to use a general treatment. 

8, Simply using Joule’s experiment 
to indicate that the internal energy of 
an ideal gas is a function of tempera- 
ture only. As Joule used real gases, 
for which this is not so, we are teach- 
ing a falsehood. 

9, Failure to use the first law for a 
consistant attack for problem solving. 
For example, some texts solve heat ex- 
changer heat balances as if they had 
completely forgotten the first law. 

10. Over-emphasis on cycle analy- 
sis, and here too the first law seems to 
have been forgotten. 

ll. The use of “total heat” in psy- 
chrometry, and the fear of using 
moles in mixture calculations. 

12. Drawing irreversible processes 
on T-S and P-V diagrams as if the 
path of the process was known. 


I feel that a good thermodynamics 
course should consist of a thorough 
understanding of the basic laws, an 
attempt to solve problems in a general 
way without depending solely on 
gases and steam for working media, 
and a knowledge of the limitations of 
the theories where limitations are 
imposed, 


In the thermodynamics course, ap- 
plications should be introduced to 
stimulate interest, and to show the 
student how the laws may be used 
practically. Time should not be used 
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to cover applications which will be 
seen at a later time. 

For example, is the first course in 
thermodynamics the place to draw 
turbine velocity diagrams? This, it 
would seem, depends on what is to 
follow, but it is extremely doubtful 
whether the usual treatment found in 
thermodynamics books on this subject 
is worth the time. 

It is my belief that the historical 
development of thermodynamics is a 
good way to stimulate interest. For 
example, the first law can be intro- 
duced by describing Joule’s experi- 
ment and then drawing conclusions 
regarding the first law from the re- 
sults. The Carnot Cycle becomes far 
more interesting if we recall the era 
of the caloric theory. The subject 
can be introduced in the manner of 
Carnot in “Reflections on the Motive 
Power of Heat,” noting the obstacles 
of the erroneous thinking of that era. 
With a little effort, we may have a 
new course in humanities. 


New Program 


With these comments as a basis, 
permit me to propose a program in 
heat power engineering. The me- 
chanical engineer would have a single 
term of thermodynamics with a clas- 
sical flavor. From here he may be 
required to take a course in heat and 
mass transfer as suggested by the 
Evaluation Committee report. All 
professional or advanced courses in 
heat power would then be taken on 
an elective basis, with faculty guid- 
ance and approval of course. These 
professional and advanced courses 
might be rather varied, representing 
any phase of heat power engineering 
than anyone on the faculty might 
wish to teach. 

Of course there is no need to say 
that these professional courses should 
not attempt simply to teach design 
techniques nor descriptions of equip- 
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ment. These may not exist in ten 
years, and, in fact, may not exist at 
the time the course is being given. 
However, good applied courses can 
be devised to study machine proc- 
esses using the laws of thermodynam- 
ics and, showing how tests and de- 
velopment are used to relate these to 
the real machine process. 

The service course for the electrical 
or civil engineer would be a single 
term or semester in thermodynamics. 
There is no valid reason why it should 
be any different from the course given 
to the mechanical engineers. It is a 
fact that the first law of thermody- 
namics is identical for all fields. If it 
is possible to mix all fields in this 
course, I think that would be an ad- 
vantage. It would reduce the feeling 
that this was simply a service course, 
taken by electrical engineers solely to 
satisfy a requirement in the college 
catalogue. Members of the various 
fields of engineering must work to- 


gether in industry, yet are too often 
segregated in the university. 
I have frequently referred to the 
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Report of the Evaluation Committe, 
and sympathized with many of i, 
proposals. I do not want to give thy 
impression that I favor conformit; 
just to become accredited. This j 
the road to stagnation. Fortunate) 
there are many non-conformist 
among us. One way to retain ind. 
viduality in our own programs migi 
be to allow greater freedom of ¢le. 
tives for senior students. 

The engineers of the future my 
apply thermodynamics to new fom 
of energy and to new methods of 
transforming it. We cannot anticipate 
what new problems he must soly 
Consequently, he must study themp. 
dynamics and heat power more in. 
tently and in a more general way tha 
did the engineer of yesterday, if he i 
to serve his community better. Th 
best preparation for this is not simp) 
spending more hours in heat powe 
courses. Rather, it requires greater 
intensity, a more rigorous approach, 
and a more generalized treatment 
In short, a return to the classical ir 
thermodynamics. 





AERONAUTICS DIVISION 
TO MEET WITH IAS 


The usual joirit session of the ASEE Aeronautics Division and the 
Institute of the Aeronautical Sciences will be held January 29 or 
30 in New York as a part of the IAS meeting. The program will 
consist of a four-cornered panel discussion of industry-education 
relationships, followed by a Divisional business meeting. 

Speaking on the topic, “What industry needs from Engineering 
Education,” will be Mr. Richard G. Bowman, Chief Engineer for 
Production and Experimental Aircraft, Republic Aviation, and Dr. 
Charles S. Draper, Director, Instrumentation Laboratory, MIT. 
Their addresses will be followed by a panel discussion led by 
representatives of industry and education. The session will con- 
clude with a brief Divisional business meeting. 
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TEACHING KINEMATICS 
BY PROJECT SYNTHESIS 


LEE HARRISBERGER 


Associate Professor of Mechanical Engineering 


North Carolina State College, Raleigh 


Presented at a conference of the Mechanical Engineering Division, June 
18, 1957; recommended for publication by the Division. 


Kinematics has for years been re- 
garded (by students especially) as 
the dregs of the mechanical engineer- 
ing department. If it hasn't been 
dropped altogether from the curric- 
ulum, it has deteriorated to a fourth 
rate course in graphic vector analysis 
and mechanical drawing. It has prob- 
ably done more to destroy a student’s 
interest in machine design than any 
other academic activity. And we 
have helped it along by assigning this 
lowly ordeal to the least experienced 
instructor in the department. 

It's little wonder that the major in- 
terest and activity in mechanical en- 
gineering departments has been heat 
power. ‘ihe atrocity is magnified 
when we learn that over 80% of the 
professional membership of ASME is 
engaged in engineering activity asso- 
ciated with machine design, not heat 
power. This means that industry has 
had to make machine designers out 
of students primarily interested in 
heat power. 

Well sir, we did something about it 
at N. C. State College. We have re- 
vamped this course completely. It 
has been up-graded to a position as 
one of the most important courses in 
the machine design sequence. It has 
been “jacked-up” to a serious course 
inengineering design analysis. Above 
all, it has been taught in a manner to 
challenge the mechanical soul of the 
junior engineering student. 


i 
iC 


Motives 


We had some specific motives in 
ourmadness. First, we felt that teach- 
ing the professional art of applying 
laws of science to the creation of ma- 
chines was a vital part of the student's 
training. It seemed logical that the 
sequence of machine design courses 
should follow the general sequence of 
events in a design activity: design the 
mechanism to accomplish the motion, 
then, solve for its forces, determine 
its stresses, size its parts, reduce its 
friction, and adapt it to manufacture. 
To wit: kinematics, dynamic analy- 
sis, and design of machine elements. 

Second, if Kinematics were to be 
the first course in a sequence of de- 
sign activity, it should develop an in- 
terest in design in the student. It 
should present a creative challenge 
to the student—a sense of accomplish- 
ment. It must “sell” machine design. 

Third, every machine that moves is 
created as a mechanism. Kinematics 
should, therefore, teach how to begin 
to design a mechanism. The course 
should be devoted to creative ideation 
and analytical analysis of engineering 
motion situations. The end result 
would be to develop a mechanism to 
convert a given input motion to a de- 
sired output motion. 

Fourth, and most important, this 
course would be the first professional 
course in the student’s academic ca- 
reer. It would be responsible for cut- 


Jrl. Eng. Ed., V. 48, No. 4, Jan., 1958 





284 JOURNAL OF ENGINEERING EDUCATION 


ting him loose from the apron strings. 
It should teach him how to use his 
background and how to use his head! 
It should exercise the student toward 
self-reliance and self-confidence in his 
ability to think through an engineer- 
ing motion requirement and arrive at 
a reasonable solution. 


Purposes 


These motives define the purpose 
of this new course. The content of 
the course includes methods for the 
design of mechanisms to convert and/ 
or transmit motion. The field of 
mechanization for motion conversion 
and transmission is unlimited. How- 
ever, a large majority of machines fall 
in two basic categories: 


(a) Mechanisms to convert rotary 
motion to rotary motion. The 
study includes gear trains, roll- 
ing surfaces, four-bar linkages, 
and non-circular gears. 
Mechanisms to convert rotary 
motion to linear motion. This 
includes the study of the cam 
and slider crank mechanisms. 


The course deals with problem situa- 
tions involving the need for, the selec- 
tion of, and the analysis of these basic 
mechanisms. Vector analysis and the 
other traditional graphical techniques 
(which formerly comprised the entire 
course emphasis) are introduced only 
as convenient tools to accomplish a 
design analysis. They are taught as 
one step in the process of mechanism 
design, no one more important than 
any other. Any technique is easily 
learned when its usefulness is clearly 
evident. 


Methods 


When dedicated to these proposi- 
tions, it is inevitable that the opera- 
tion of the course would have to be 
accomplished by the project synthesis 
method of teaching. Project synthesis 
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an be defined as the synthesis of th. 
laws and concepts of mechanics tp. 
ward the solution of a realistic engi. 
neering situation. Its methods ¢. 
courage the natural enthusiasm of the 
student and guide and counsel hig x. 
tivities within an environment of syp. 
thetic realism. 

The technique of teaching by this 
method is to put the student int , 
realistic design situation. The jp. 
structor teaches by guidance apd 
counsel only. The student is led t 
discover the art and techniques whic 
will bring together the laws that wil 
resolve the problem and create the 
mechanism. The lectures emphasiz 
the logical paths of analysis and point 
up the virtues and despairs of each 
variable. 

We emphasize that every parameter 
has a significant contribution to th 
design. We expect the student t 
make the decisions which will “freeze” 
every parameter. Every effort is made 
to force the student to draw his ow 
conclusions. There is a measure of 
controlled frustration in this method, 
for we expect him to get stuck. We 
want the opportunity to advise a man 
who needs help. Often times a few 
pertinent questions will direct his rea- 
soning to discover for himself exactl 
how he can resolve it. 


Problems 


The problems, simple or complet 
are written in terms that describe a 


realistic situation. If data are speci 
fied, it is justified as a necessary and 
fixed requirement. A specific answe 
is rarely requested. Instead, we e& 
plain what is required of the desig 
situation. This leaves the decision 
what must be calculated or final 
specified to the student. Cons 
quently, his solution is a combinatio 
of parameters which will give the bes 
over-all performance. 

We accomplish this by a variety 
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of design problem situations. For 
the short introductory problems we 
sive them a partially completed de- 
sion, then ask them to make the deci- 
sion for the next step. Or, we may 


ask them to judge whether the design 


thus far is correct. 

Another type of problem involves a 
completed design. The student is 
asked to evaluate a proposed altera- 
tion which is supposed to improve the 
performance of the original design in 
a certain manner. Each of these 
problem situations is designed to em- 
phasize one facet of design criteria. 
Each requires a specific analysis or 
computation. We are very careful 
not to let the wording or given in- 
formation betray the solution. 


Projects 


When the students become more 
proficient, we assign them projects. 
These projects may be complex de- 
sign situations requiring many deci- 
ing many conditions or, 
they may be short simple designs with 
oly a few alternatives. They are 
carefully planned and directed to 
keep the thinking and activity within 
the area being studied. 

The problems are presented in two 
ways. When written, they are pre- 
pared as a situation with a request for 
a certain end result. These are then 
discussed in class before the students 
start to work. The discussion allows 
the students to ask questions to clarify 
their concept of the situation. It gives 
the instructor an opportunity to im- 
prove on the element of realism by 
embellishing the facts which have 
been presented. Here the student's 
enthusiasm is motivated. With some 
encouraging sales talk, the instructor 
can arouse their creative ability and 
soon have them attacking the prob- 
lem with courageous confidence. 

The oral presentation of the prob: 
lem has been very successful as a 


sions compr 
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valuable alternate. For this type of 
presentation we approach the class 
with a design predicament supposedly 
phoned to us by a company needing 
specialized help. We proceed to dis- 
cuss the problem just as it might have 
been described to us. We purposely 
leave out vital details. The students 
take notes and are encouraged to ask 
questions until they think they have 
enough data to solve the problem. 

If they ask for information which 
is to be part of the solution, we 
merely answer that we don’t know or 
it wasn't given to us. If they ask for 
information which has nothing to do 
with the required solution, we oblige. 
The motive here is to exercise the 
students in the selection of informa- 
tion required for the problem. In 
fact, it actually makes them write 
their own problem. 

The use of projects as a technique 
for teaching design is not new. The 
idea has been handled badly in the 
past and as a result has not met with 
much success. Project synthesis dif- 
fers from the “old” project method in 
the attitude in which it is adminis- 
tered. The old project method was a 
single, complete project extending 
over the entire term. It failed be- 
cause the instructor dragged the stu- 
dents through it. The student made 
no decisions. He plodded along do- 
ing what he was told, following the 
outline, piling up required calcula- 
tions and answers in the specified 
manner. 

Project synthesis purposely puts the 
burden of decisions and synthesis en- 
tirely on the student. This is the 
basic motive. It provides the experi- 
ence of rational thinking which the 
student needs in his engineering 
training. 

We suspect that much of the re- 
luctance on the part of the teachers 
to use this method hinges directly on 
their attitudes toward the student. 
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There is a prevailing attitude that stu- 
dents learn by mock apprenticeship. 
The counsel follows the pattern: 
“Watch how I do it!”, “Follow the 
sample solutions in the text!”. 


The Student 


To teach kinematics effectively by 
project synthesis you must recognize 
some specific capabilities and needs 
of the student. The following items 
concerning the student are vital to the 
success of this technique: 


1. The student is far enough along 
in his training to be weaned from the 
academic exercise problem. He can 
be put on his own to solve the realis- 
tic situation problem. 

2. He needs opportunity to apply 
his previously studied background in 
mathematics and mechanics to real 
situations. 

3. He is anxious to try himself. He 
has been held back (for various rea- 
sons ) from engineering reality for two 
years. He is eager to “sink his teeth” 
into a design and try to develop a 
feasible solution. 

4. A junior engineering student is 
“loaded” with youthful enthusiasm. 
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It can be effectively employed as , 
powerful motivation in analytical and 
creative activity. It is rarely em. 
ployed as a teaching aid. More oftey 
than not it is smothered by the tragj. 
tional academic process. The objec. 
tive of realistic problems is to encoy. 
age enthusiasm and self-confidence. 

5. He is capable of making deg. 
sions and needs every opportunity ty 
do so. It scares the thunder out of 
him when you require it for the firs 
time, but he will surprise you whey 
he calms down and starts to apply his 
head. How will he ever learn to rm. 
tionalize, evaluate, and_ think jt 
through if he never has to make a 
important design decision? 

6. He must be exercised and coup. 
seled to recognize and define a prob. 
lem. We should not define the class 
problems in explicit detail. Realistic 
situations present a condition—the en. 
gineer defines the problem. 


This then is a new course in kine. 
matics taught by the project synthesis 
method: a creative, design experience 
in the mechanization of motion 
taught to grown men with a colleg 
background in calculus, physics, and 
mechanics. 





APPOINTED BY NATIONAL 
SCIENCE FOUNDATION 


Dr. Grant W. Smith has been given leave from his post as Head 
of the Chemistry Department at Pennsylvania State University to 
accept a National Science Foundation appointment as Program 
Director of Summer Institutes for the Division of Scientific Person- 


nel and Education. Dr. Smith will administer the summer courses 
inaugurated in 1953 for high school and college teachers of science 
and mathematics. 

The Foundation grants awards to selected colleges and univer- 
sities to provide this opoprtunity for study. Last summer, 5,000 
high school teachers attended 91 institutes of from six to eight 
weeks at colleges and universities throughout the United States. 
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TODAY'S OBJECTIVES 
IN TEACHING MACHINE DESIGN 


W. S. ROUVEROL 


Associate Professor of Engineering Design 
University of California, Berkeley 


Presented at a conference of the Mechanical Engineering Division, June 
18, 1957; recommended for publication by the Division. 


There is probably no course in the 
engineering curriculum in which a 
penchant for “dusting off last year’s 
notes” produces more chaos than in 
Machine Design. The trouble stems 
not from changes in the fundamental 
laws of mechanics or kinematics. 
These fortunately are relatively im- 
mutable. The applications of these 
laws, however, in a technology which 
evolves as rapidly as ours does, re- 
quires continual review and overhaul- 
ing of course content. A _ periodic 
evaluation of machine component in- 
novations is, of course, imperative, 
but even this is not sufficient to keep 
us up to date. Over a space of a 
comparatively few years, major tech- 
nical and economic developments may 
introduce the need for a complete re- 
consideration of course objectives. 
There are a number of indications 
that such a reconsideration is at pres- 
ent in order. 

Some of the more obvious trends 
which might be expected to exercise 
an influence on the content and ob- 
jectives of a course in machine design 
are as follows: 


1. Increased speed and volume of 
transportation. 

2. Increased volume of production. 

. Extension of automatic control 
techniques. 

- Increased flexibility in power 
supply. 


: The list might be extended almost 
indefinitely. Such trends are, of 


course, all part of the wider picture 
of technological change and are hence 
closely interdependent. Let us briefly 
consider what influence each exerts in 
the machine design field, keeping in 
mind that the word “machine” in this 
context has come to include even the 
kitchen sink. 


Speed and Volume of Transportation 


In air, road, and rail transportation 
the quest for greater speed and pay- 
load continues, fostering a never-end- 
ing demand for lighter, stronger parts. 
Much of the job of finding materials 
of high strength-weight ratio falls on 
the metallurgist, but the designer also 
has his share of problems, in stability, 
vibration, combined stresses, theory 
of failure, stress concentration, and 
fatigue. In general, pressure to trim 
safely factors to the minimum re- 
quires increasingly rational methods 
of design: the “guestimate” is no 
longer good enough. 

Another respect in which modern 
transportation imposes new demands 
on the designer is in the field of con- 
trols. We ordinarily have not at- 
tempted to emphasize the machine 
operator's physical and psychological 
limitations very greatly in our design 
instruction; this shying away from in- 
tangibles (or, put more generously, 
this crediting of the human operator 
with an unlimited resourcefulness ) is 
rapidly becoming anachronistic. The 
increased reliance on mechanical or 
other control systems, whether for air- 
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craft servo-mechanisms or automobile 
transmissions, introduces a need to 
consider each machine element as 
a component of a larger system. 
Whereas before we might conven- 
iently rely on an indefinitely intelli- 
gent human to coordinate the ele- 
ments of some complex system, we 
now must design for an automatic 
controller of known limited charac- 
teristics. The general trend is fairly 
well exemplified in the evolution of 
the automobile transmission between 
1937 and 1957. 

A new degree of freedom, or per- 
haps it is more accurate to say a new 
degree of regimentation, has thus 
been introduced into the field of ma- 
chine design. The change appears to 
be a fundamental one, sufficient per- 
haps to call for an entirely new ap- 
proach to the teaching of design. 


Increased Volume of Production 


The general growth of manufactur- 
ing industries in recent years has 
taken place in two directions: the 
production of a wider variety of prod- 
ucts, and the production of particular 
items in much larger quantities. The 
first trend presents the designer, and 
even more so the teacher of designers, 
with a formidable problem of keeping 
up to date on what is available. The 
second trend, toward larger produc- 
tion runs, creates a different problem. 
We are well aware that what consti- 
tutes a good design for turning out 
100 or so items per year is more than 
likely to be hopelessly inadequate 
against a competitor's design based 
on a production of 100,000. The eco- 
nomic considerations in such cases be- 
come decisive. A good example is in 
the field of high grade record players, 
where a domestic product made al- 
most entirely of stamped parts easily 
outsells and undersells its chief for- 
eign competitor's product which is 
predominantly machined. 
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It is the writer's opinion tha , 
serious schism has developed here be 
tween the practicing designer and th, 
design teacher. Today’s designer hy 
had to turn out competitive design 
despite the fact that his acadenj 
training and theory have provide 
almost no background in some of tly 
design techniques most essential , 
large quantity production: stamped 
pressed, or punched parts, die-cy 
parts, and molded plastic parts. Hoy 
the academicians can be afforded bet. 
ter opportunity to keep up on curry 
industrial practice in this respect j 
something to think about. 

One further observation may ly 
made as to the long term effect whic 
larger production is likely to have m 
design techniques. Even though ther 
has been a lag in the development ¢ 
proper theoretical methods of deter. 
mining, say, the strength and stability 
of pressed metal parts, there is litt 
doubt that competition will eve 
tually require as rigorous rationalit 
in this as in any other aspect of m:- 
chine design. An extra unnecessar 
operation or a few mils worth of w- 
necessary material such as usually r 
sults from rule-of-thumb design po 
cedures will increasingly become : 
disadvantage sufficient to _prevett 
profitable marketing. 


Automatic Control 

The increased utilization of aute 
matic controls in the transportatiog 
field has already been noted. Anevei 
wider utilization is taking place int 
fice work and manufacturing. Tk 
term “automation” was, in fact, coine 
to identify this trend. Unfortunate) 
as is the case with many new i! 
fashionable words, the meaning li : 
become somewhat blurred by exté 
sive usage. “Automation” has thy 
come to be rather loosely applic 
both to the current spurt in mechtt 
ization and to the new control tes 
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niques which have made this greater 
degree of mechanization possible. 

The atmosphere is already so full of 
intemperate predictions about the re- 
percussions of “automation” that for 
me to add a few more speculations 
could hardly aggravate an already 
confused picture. Put as moderately 
as possible, I should say that if what 
we call “automation” is going to affect 
anything to any appreciable degree, 
it will certainly affect design. The in- 
fuence of automation in the electron- 
ics industry, for example, are already 
apparent in radical design changes. 

Although it seems probable that a 
major portion of the field of electronic 
controls will remain an exclusive prov- 
ince of the electrical engineer, it is 
perhaps equally probable that most of 
the balance of the field, including 
some of the simpler electronic systems 
and circuits, must soon become part 
of the stock-in-trade of the well- 
grounded mechanical designer. Re- 
cent developments in partially or 
highly automated industries indicate 
that both product and process are so 
greatly affected by the new modes of 
production that the designer of tomor- 
row will be able to function effec- 
tively only if he is equipped to con- 
sider the machine elements he deals 
with as components of a wider, more 
complicated system. 

A continuation of this trend will in 
all probability require a major reor- 


| ganization of machine design instruc- 


tion. Without endeavoring to fill in 
the details, 1 should judge the need 
will be for mechanical engineers to 
receive, concurrently with their ma- 
chine design course, a course in the 


s mathematical analysis of automatic 


control systems. In addition, a sur- 
vey of transducers should be included 


fin the machine design course, since 
this is the course which has tradition- 
ally dealt with machine elements or 


This coordinated in- 
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struction in the analysis of compo- 
nents and systems should be followed 
by an applications course in which 
the student is exposed to an actual 
design experience of a system and its 
components. To develop staff capa- 
ble of supervising such projects will, 
no doubt, be difficult. 


Flexibility of Power Supply 


One final trend which has exerted 
a greater influence on machine design 
than is often appreciated, is in the 
development of unitary or built-in 
prime movers. The familiar lineshaft 
of the manufacturing plant of twenty 
or thirty years ago has all but disap- 
peared. The influences of the line- 
shaft, however, are still very much in 
evidence in today’s machine design 
teaching. A considerable amount of 
the coverage of such topics as flat belt 
drives and friction clutches should 
logically be replaced by a considera- 
tion of the characteristics of various 
unitary prime movers and particularly 
their interaction with various types of 
load. More coverage of variable 
speed drives is also needed. In the 
long run, we must strive to provide 
the student with the intellectual tools 
to design not simply a machine as an 
aggregate of components, but to de- 
sign an integrated system of machine, 
drive, and controls. 


Conclusion 


As the breadth and complexity of 
our technology increases, the demands 
on designers increase proportionately. 
Even though there may be a continu- 
ing need, possibly even an increasing 
need, for the handbook or “plug-into- 
formula” type of designer, an urgent 
need is arising for a more broadly 
trained and resourceful type of de- 
signer. If we are to meet this need, 
it appears that we must consciously 
pursue several definite objectives: 
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1. Rational design procedures must 
increasingly supplant rule-of-thumb 
techniques. For example, in the 
analysis of wire ropes, the application 
of present knowledge of combined 
stresses, residual stresses, Hertz bear- 
ing stresses, theory of failure and fa- 
tigue data, immediately reduces the 
traditional design procedures, involv- 
ing safety factors of six to twelve on 
the ultimate load, to reasonable values 
of one to two. 

2. Methods must be discovered for 
enabling teachers of design to keep 
more up to date on current industrial 
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and controls. It has often been gb. 
served that design is to a considerable 
extent an art, and as such can only be 
taught in a negative way, by criticism 
of the student's chosen solution to , 
problem. 

Even if this is the case, exposure ty 
the designer's task, preferably in , 
broad and challenging synthesis, cay 
be a stimulating and illuminating ex. 
perience. How well a student per- 
forms this task is a better index of 
what he has absorbed from his analyt. 
ical courses, and of how skillfully he 
can bring it to bear, than any on. 


Meer’. Si i forms of piney Or prehensive examination. The onl 
sabbatical leave may provide an thing that is needed is for some e. 
answer. 


3. New basic theoretical material, 
particularly in the analysis of control 
components and systems, must be in- 
tegrated with the machine design in- 
struction. 

4. Senior students should be af- 
forded an opportunity to synthesize 
their theoretical background in a 
broad design experience involving a 


pecially gifted student to design us 
an automatic machine for grading 
these projects. 


Q * ios 2 


What I have outlined is admittedly 
an ambitious program. It is never. 
theless difficult to see how today; 
rambunctious technology will settle 

















complete system of machine, drive for less. ) 
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ENGINEERING TEACHERS ( 
DESIRING SUMMER EMPLOYMENT t 

V 

The Committee for Young Engineering Teachers (CYET) of the L 


American Society for Engineering Education, through its institu- 
tional representatives, is compiling a new list of engineering teachers 
who are interested in summer employment. 


A standard “Form 


Indicating Probable Availability for Summer Employment—1958" is 
being utilized which includes the following information: age, aca- 
demic rank, degrees, field of work, type of work within field, 
geographical preferences, security clearances, etc. 

The new list will be made available (for the cost of duplication 
and mailing) to industry during the early part of 1958 (no later 
than the first of February). Any company interested in obtaining 
the list should please write to: Jerry G. Richter, Program Chairman, 
CYET, 204 M. E. Bldg., Pennsylvania State University, University 
Park, Pennsylvania. 
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CURRENT ROTC AND PHYSICAL EDUCATION 
PROGRAMS IN ECPD-APPROVED 
ENGINEERING CURRICULA 


H. W. BARLOW 


Director, Institute of Technology 
State College of Washington, Pullman 


This paper reports a factual study of the ROTC programs included in 
accredited engineering curricula of American colleges and universities. 
It was prepared at the suggestion of Dean John H. Lampe, Chairman of 
the Military Affairs Committee of the Engineering College Administrative 
Council, and presented at the June, 1957, meeting of ASEE at Cornell 


University. 


During the 1956 annual meeting, 
institutional representatives to the 
ECAC discussed at length the num- 
ber of credits toward the engineering 
degree that should be allowed for 
ROTC work. This study was con- 
ducted in the spring of 1957 to deter- 
mine current practices in ECPD ac- 
credited curricula. 

Information was sought, by ques- 
tionaire, from nearly all accredited en- 
gineering schools in the United States. 
A few curricula offered in a limited 
number of institutions were not in- 
cluded in the survey and none of the 
federal schools such as the U. S. Coast 
Guard Academy were included. A 
total of 142 colleges and universities 
were queried, with 132 responding. 
Data from 128 replies was usable. 

The surveyed schools were divided 
into five groups: 


(1) Land-grant colleges and uni- 
versities, designated LG 

(2) State universities, designated 
SU 

(3) State-supported colleges, desig- 
nated SC 

(4) Municipal universities and col- 
leges, designated MC 

(5) Private universities, designated 


Pr.U 


Questionnaire responses were dis- 
tributed as follows: 


LG | SU | S( MC | Pr.U | Total 
Requested 50 | 14) 14} 7 57 | 142 
Replied 47 | 14/13] 6 | 52 | 132 


Usable 47 | 14]; 13] 5 19 | 128 


The survey was designed to ob- 
tain certain information on require- 
ments for the Bachelors degree and 
on the number of credits carried by 
first-term students, as well as to shed 
light on the ROTC credit situation. 
In view of the number of variations 
between programs, certain simplify- 
ing procedures were used to permit 
comparison of the various institutions 
and curricula. These procedures did 
not affect the statistical accuracy of 
the results. 

For purposes of analysis, all credits 
were converted to a semester-hour 
basis, except in the material which 
applies to first-term credits. In the 
tabulated data and graphs herein, 
curricula requiring more than eight 
semesters are represented by the num- 
ber of credits required through the 
fourth year, inclusive of summer work. 
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RINEERING | MAXIMUM Qu ARTILE . 
Aeronautical 158 | 150 
Agricultural | 157 152 
Architectural 155 149 
Ceramic 158 156 
Chemical 161 151 
Civil | 167 152 
Electrical 160 | 150 
General 148 
Geological 175 154 
Industrial 160 149 
Mechanical 160 149 
Metallurgical 170 152 
Mineral 174 155 
Petroleum 176 | 154 





Degree Requirements 


Degree requirements in the various 
engineering curricula are described in 
Table I, and the number of curricula 
in each category from each type of in- 
stitution is shown in Table Ia. It was 
found that the greatest number of 
credits required in any four-year cur- 
riculum is 176 for petroleum engineer- 
ing degrees at one institution. The 


TABLE IA 


CURRICULA BY TYPES OF INSTITUTIONS 








| | | 








ENGI- . | Laas 
cNBERING | (20)| Sb S| Me fs 7 | SP 
Aeccinanditesa } 12] 8 1 al 1 | 8| 30 
Agricultural | 26} —|—|—j]— | 26 
Architectural | 9 5 1 | = | 18 
Ceramic | 7] 2} 1|}—]—] 10 
Chemical | 29/13] 4] 2] 29] 77 
Civil | 46] 14 | 11 4}; 41] 116 
Electrical 46/13 | 10} 4] 45] 118 
General 5}—]| 1 | —|— 6 
Geological ae ae 4] 18 
Industrial ge 2 ee £4 32. dS 
Mechanical | 45} 13} 8] 4] 43] 113 
Metallurgical | 16} 4] 7|—J| 12} 39 
Mineral | 13} 3] 6}—] 3] 25 
Petroleum 5] 4} 5|— oA 4] 18 

TOTALS» | 282) 94 84 | 63 | | 16 16 | 204 | 649 
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TABLE I 


DEGREE REQUIREMENTS 
(Credits Required for B.S. Degree (or first four years) including summer work.) 
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140 125 
145 141 133 
144 142 130 
152 144 136 
146 142 127 
147 142 123 
145 142 125 
144 127 
146 141 137 
145 139 125 
145 142 125 
146 140 125 
146 142 123 
149 140 122 






ee, 








lowest requirement, 122 credits, 
curs in petroleum engineering at an 
other school. 

The median for most curricula j 
146. The greatest number of credit 
required in any ECPD curriculum js 
196. This requirement was found in 
two of the five-year programs fo 
which credit requirements in each cw. 
riculum are shown in Table Ib. 

Ninety-five of the 128 schools sw. 
veyed have four-year programs fo 
the Bachelor of Science degree, with 
16 requiring from one to three sum: 
mer terms in addition. Nine have 
five-year programs and of these, thre 
require at least one summer term be: 
yond the ten semesters. Eight other 
schools employ the five-year cooper 
tive plan. Duration of degree pr 
grams is shown by number and typ 
of institution in Table II. 

Institutions were queried 4 ! 
whether a five-year plan were bei 
considered and whether; if such’ f 
program were adopted, additiou & 
time and credit might be included‘ f 
ROTC work. Eight institutions 
dicated interest in a five-year PY 
gram, but none of these were incline 
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TABLE Is 


TOTAL SEMESTER CREDITS FOR FIvE YEAR PROGRAMS 


HI 


FLOR 
II¢ 
ATE . 


ENGINEERING 2) 
CURRICULUM | ST 


| 
CORNELL 


Seronautical 159 
\gricultural 163 
Architectural 

Ceramic 
Chemical 158 
Civil 160 
Electrical 154 
General 

Geological 

Industrial 

Mechanica! 

Metallurgical 

Mineral 

Petroleum 


TABLE 


UNIV. 


Max. 196 Med 


MINN. | 
UNIV. 


DART- 
MOUTH 


VILLA- 
NOVA 


WOR 


RICE POLY 


177 Min. 154 


I 


DURATION OF B.S. DEGREE PROGRAMS 


NO. OF 
YEARS 


DDED NO. 
* CREDITS 


muonuw > & 


Coop. 


TOTALS 


to allow additional degree credit for 
advanced ROTC. On the other hand, 
five institutions which are not now 
contemplating a five-year program in- 
dicated that if such a program were 
considered, thought would be given 


to increasing the amount of ROTC 
credit allowed. 


First-Term Work 


Always of interest is the question of 
how much work is required of fresh- 
man engineering students. Table III 


NO. OF INSTITUTIONS 


M¢ 


describes the number of credits car- 
ried in the first terms of accredited 
engineering curricula. The maximum 
for any curriculum is 23, the minimum 
14, and the median runs about 18. 
The values shown in Table III include 
credit allowed for physical education 
and R.O.T.C. The figure represents 
all institutions, including and exclud- 
ing these subjects. 

The distribution of first-term credit 
requirements is shown in Table IV for 
all engineering curricula at all insti- 
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TABLE III 


First-TERM CREDITS 


ENGINEERING | ae | UPPER . . | LOWER 
CURRICULUM | MAXIMUM | gyaARTILE | MEDIAN 


QUARTILE MINIMUM 


Aeronautica! 20 | 19 | 18 17 15 
Agricultural 23 19 18 17 16 
Architectural 20 18 17 17 15 
Ceramic 21 20 19 17 15 
Chemical 21 | 19 18 17 15 
Civil 21 18 18 | 14 
Electrical 21 | 19 18 15 
General 19 | 173 15 
Geological 20 | 19 | 18 15 
Industrial 21 19 18 15 
Mechanical 21 18 18 15 
Metallurgical 22 19 18 1 15 
Mineral 20 19 18 17 16 
Petroleum | 20 17 15 


ns 


ee “ a” en pe $$, 


tutions. It was found that 36 cur- Physical Education 
ricula require a maximum of fifteen Since there is some relation be. 
credits, while in one program, the re- _ tween physical education and ROTC 
quirement is as high as twenty-three programs, physical education require. 
credits. The 18 credits found to be ments in the surveyed institution 
the median requirement occur in 204 were studied. Table V_ shows the 
curricula. number of semesters, the clock hours 
per week, and the engineering degre 
credits granted for physical education 
courses at the 128 institutions. 
INSTITUTIONAL DISTRIBUTION OF It was found that the maximum re- 
FIRST-TERM CREDITS ‘ , 
quirement, eight semesters, occurs a 
7% pee nee aa three institutions, while 21 institution 
CURRICULA AT require none. The largest number 
CREDITS AS a Eee 58, require four semesters. The mat 
re | pod | Va? imum hours per week is six, at two 
: = , institutions; 43 schools require tw 
hours per week, while 45 schools re 
quire three. Sixty-one institutions a: 
lowed no credit toward the engineer 
ing degree for physical education 
However, 29 schools allow four cret: 
its, and 25 institutions allow tw 
; credits. 
1 As also shown in Table V, some 
a —- stitutions allow substitution of ROT 
Maximum | 23 | 19 | 20 | 18 | 2 credits for physical education requit 
ae i: | U - ments. The maximum allowance 
Mode | 18 | 18 | 17 nine credits, though 99 schools allor 
ars Fee no substitution. 


TABLE IV 
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74 
| 92 
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TABLE V 


PHYSICAL EpuCATION PROGRAMS 


Maximum 
Median 
Minimum 


CLOCK HRS/WEI 


DEGREE CREDI 


Maximum 
Median 
Minimum 


ROTC SUBSTITI 
CREDITS 


Maximum 


Fe 
Minimum 


Basic ROTC 


The basic ROTC programs, or those 
given in the first two years of the en- 
gineering curricula, are described in 
Table VI, which shows the distribu- 


NUMBER OF INSTITUTIONS 


SC & MC 
combined 


to 
ww CO mR & tO 


tion, among the 128 institutions, of the 
various types of ROTC. As can be 
seen, 123 institutions offer an ROTC 
program of some kind. Seventy-one 
of these require participation in the 





TYPE OF PROGRAM 


AF ROTC 
Army ROTC 
Branch General 
Specialized Branch 
N ROTC 
Any ROTC 
Required ROTC 
Elective ROTC 
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TABLE VI 


DISTRIBUTION OF ROTC PROGRAMS 


(35) 


(10) 


NUMBER OF INSTITUTIONS PARTICIPATING 


su | sc 
14 7 
12 10 
(9) (3) 
(3) (7) 
11 
14 12 
7 6 
7 6 


MC 


— Ww ik Ww 


—_— on 


Pr.U 


28 
28 
(16) 
12) 
17 
45 
12 
33 


Ve 
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program, while 52 offer ROTC as an 
elective. Air Force ROTC is offered 
at 96 institutions, Army ROTC at 99, 
and Naval ROTC at 43. Army ROTC 
may be a “branch general” program 
or a “specialized branch” program. 
Tables VIa and VIb give additional 
information on the basic ROTC pro- 
grams for all engineering institutions 
and all curricula surveyed. The 
course semester credits shown for the 
institutions participating in AF ROTC 
and ROTC (Army) programs repre- 
sent the number of credits granted by 


the institution for successful comple. 
tion of the basic program. The engi- 
neering degree credits shown indicate 
the amount of credit toward the engi- 
neering degree that is allowed for 
completion of the basic program. It 
can be seen, in Table Vla, that 14 
institutions grant no course credit for 
the AF and Army programs, and 18 
schools allow no degree credit. The 
medians for the group, however, are 
six course credits and four degree 
credits. 

The Naval ROTC program for the 


TABLE VIa 
Basic AF ROTC anp ROTC 





INSTITUTIONS GRANTING | 


INSTITUTIONS GRANTING 





NO. OF NO. OF 
AF & ARMY ENGINEERING DEGREE CREDIT COURSE CREDIT 
ROTC | Ss ee oe Me 
CREDITS |" i Sit oer, ite = 
LG SI S( M¢ Pr.U | TOTAL| LG SI S¢ M< Pr. TOTAL 
0 hes © 1 1 12 16 2 2 10 | 4 
2 1 3 4 
3 | } 1 1 
4 | 22 3 5 2 8 40 23 3 4 2 11 | 4 
5 1 1 2 1 2 
6 | § | 3 1 2 3 14 5 1 : 73 4) 8 
7 tk. 1 2 4 1 2| 3 
8 |} 13 | 4 4 11 32 13 | 10 | 6 | 1 14 | 4 
9 2 1 1 1 iw 
11 1 1 1 | ! 
12 re 3 2 -s 4 5 
pe ee ee —————| Reet 22% —— Sn | eT —_ ee =. —— - —————— 
Maximum | 12 | 8 | 8 | 6 | 12 | 12 | 12| 8| 8 |] 8 | 12] 28 
Median | fistl Snkot ihad | 4 4 4 8 | 6 6 | 6| 6 
Minimum 0 ou. 1 = 0 0 0 4 0 4] 0 0 
| 








| 


| 
} 





M: 
Me 
Mi 
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9 
TABLE VIs the engineering degree, while the 
Basic NavAL ROTC median number of degree credits 
“ - granted is six. Distribution of basic 
COURSE | prcrEE Naval ROTC credit is shown in Table 
CREDIT | EGREE . 
sales NROTC wget V Ib. 
L CREDIT u | pry | INSTITUTIONS 
AG » ° 
=e , UG ¥ Advanced ROTC 
) 3 5 | 10 s : . 
: ? ; Course credit and engineering de- 
| 4 cr a , 7 gree credit for advanced, or third- 
) 6 Sik sy Be 6 and fourth-year AF and Army ROTC 
; 8 I I are shown in Table VII. Here, eight 
1] 1 ) 
a ; - of the institutions participating allow 
( a 
0 7 er a 15 no course credit, and 26 of them allow 
‘ Bras no engineering degree credit for ad- 
4 Maximum | 12 | 12 | 12 12 vanced ROTC work. The medians 
wie 9 ( 
1 Median , ? ‘ are 12 course credits and 9 engineer- 
Iple- Minimum 0 0 0 0 ‘ ae 
ngi in degree credits. 
icate a The 43 institutions participating in 
ngi- frst two years consists of four semes- advanced NROTC include seven 
| for ters of three credits each. Of the which allow no engineering degree 
. It thirty-seven institutions participating credit, but exhibit a median of 12 de- 
it 14 in NROTC 10 allow no credit toward gree credits. The distribution of ad- 
it for 
d 18 TABLE VII 
The CourSsE AND DEGREE CREDIT FOR ADVANCED AF AnD Army ROTC Procrams 
“, are = 
tone ENGINEERING DEGREE CREDIT COURSE CREDIT 
oye BY TYPE OF INSTITUTION BY TYPE OF INSTITUTION 
CREDITS 
he I >TO 
rt LG SU SC | MC | Pr.U este LG SU Sé M¢ Pr. TALS 
0 7 3 4 3 9 26 { 7 S 
1 0 0 
aes 2 0 0 
ING 3 2 1 1 1 5 0 
+ 1 1 2 4 0 
— 5 ! 2 3 1 
TOTAL 6 8 2 2 2 14 2 2 1 .) 
a 7 | 1 2 1 1 
14 8 3 | 1 3 8 2 1 1 } 8 
] 2 1 1 4 0 
10 1 1 1 1 
43 11 1 1 1 1 
) 12 21 5 4 18 48 38 8 8 3 24 81 
13 13 0 0 
1 os 14 1 kA 2 2 l 3 
| 44 15 0 0 
| 1 16 | 1 | bier 3 2/| 6 4 12 
ee TOTALS =| 47 | 14] 12 | 5 | 43 | 121 | 47 | 141] 12 5 | 43 121 
| 12 Maximum | 14 | 16 | 12 | 10 | 16 16 | 16 | 16 | 12 | 12 | 16 16 
Medan =| 9/85| 6] 0} 12] +9 | 42] 12 | 12 | 12 2 2 
19 ’ Minimum | 0o/ o| o 0} 0 Loe) oe 0 8 | 0 0 
eae! = Ne eee ee Le 
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TABLE VIII 


ENGINEERING DEGREE CREDIT FOR 
ADVANCED NROTC 


COURSE DEGREE 
NROTC CREDIT 
CREDIT ALL 
LG SU Pr.U | INSTITUTIONS 
0 3 4 7 
3 ‘on 1 | 3 
4 1 1 
5 1 1 
6 Lt 1 4 
9 1 ee ae 3 
10 Bis 1 
12 | il 4 7 22 
Maximum 12 12 12 12 
Median 12 6 8 12 
Minimum | 3 0 3 0 


vanced NROTC credit is shown in 
Table VIII. 

A number of institutions allow sub- 
stitution of advanced ROTC credits 
for technical, humanistic and social, 
or elective courses. Where no provi- 
sion for substitution is made, it is as- 
sumed that the student carries ad- 
vanced ROTC work by means of an 
overload. Substitution of advanced 
AF or Army ROTC for technical 
courses one to eleven 
credits, that for humanistic and social 
courses varies from two to 16 credits, 


varies from 


and that for electives varies from 
three to sixteen credits. Provisions 


for AF and Army substitution are 
given in detail in Table IX. 

The institutions participating in 
Naval ROTC programs allow substi- 
tution of from two to twelve credits 
for technical and for humanistic and 
social courses, and three to twelve 
credits for elective courses. Provi- 
sions for substitution and overload of 
advanced NROTC are shown in Ta- 
ble X. 
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Significant Attitudes and Comments 


All institutions in this survey wer 
asked to express the degree to whic, 
they are satisfied with the present 
ROTC and Physical Education py. 
grams by indicating “Well,” “Medium” 
or “Poor.” Responses are shown jy 
Table XI. Forty-four per cent of the 
surveyed schools were well satisfied 
with AF ROTC programs, 40 per cent 
expressed medium satisfaction, and ]f 
per cent thought the program poor 
In the same order, degree of satisfac. 
tion with Army ROTC was 45 pe 
cent, 39 per cent, and 16 per cent 
Percentages for NROTC were 34 3) 
and 34, As to physical education pro. 
grams, 71 per cent of the institution 
were well satisfied, 21 per cent wer 
medium, and eight per cent thought 
their programs were poor. 

Institutions were also queried as tr 
their satisfaction with the total credit 
required for the engineering degree 
but responses 
tabulation. 


were insufficient for 

Respondents made a number of sig 
nificant comments which are summz: 
ized in Table XII. 
of the institutions surveyed recom: 
mended (1) that advanced ROTC bk 
carried only as overload, (2) thatn 
advanced ROTC credit be granted 


Nearly one-third 


toward the engineering 
(3) that degree credit for ROT 
work be reduced. Other suggestios 
included optional ROTC, summe: 
camp ROTC only, and the substitr 
tion of academic work for requittt 
ROTC credits. One institution re 
ommended that additional ROTC * 
allowed as a substitute for academi 
work in the humanistic and sof 
studies. Another stated that the they 
types of ROTC should be more alike 


degree, 0 
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No. 4 
. TABLE IX 
PROVISIONS FOR SUBSTITUTION OF ADVANCED AF anp Army ROTC 
vere — : = = = —— a 
hich SUBSTI. NUMBER OF INSTITUTIONS 
rs TUTION ; a ee 
sent CREDITS ot 
pro = LG SU . sc MC Pr.U ALI 
am, Technical 0 38 11 | 10 4 29 92 
mM in Courses : 0 1 
f the 3 . 9 - 3 
re ‘ y 1 1 1 3 7 
ished 4 ) 
“ 1 3 
r cent Ls: 1 
nd 16 ° 3 1 1 6 11 
poor ~ ;' 2 
9 
~ 1 
tisfac- 11 1 ; 
> per , 
. cent, Humanistic 1 0 34 8 10 4 27 R3 
ae Social Courses 2 1 1 
Ut, Ue, 3 2 1 1 1 5 
MN pro- 4 1 1 
tutions , 1 I 
) < 
it were F 8 Xe p 
hought . ; 2 1 1 4 
Z ? 
| 12 5 1 2 g 
ad as tt 16 1 i 
| credits mag , 
degree Elective 0 11 4 4 3 22 44 
3 , Y Courses 5 3 1 1 2 7 
ient 1 4 : 1 4 
| 
1 2 
or of sig: : 12 3 3 1 6 25 
- a : 1 1 2 
summar: § 8 2 1 ; ; 
one-thirt 9 1 1 ) 4 
1 recom = : . 
— 11 1 
: 1 
AOTC! 12 12 3 2 4 , 
) that 14 1 1 2 
16 
» granted ; ’ 
egree, 0 Overload 0 20 4 6 1 26 57 
wr ROT 1 1 1 
) 
- 4 I 1 
IO us 
iggest 3 ! 2 4 
summer F 4 2 1 1 4 
> substiti I l 2 
7 ) 9 3 2 ? 
r require 7 2 1 7 - 
ution rt : 2 1 1 4 
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acades 12 6 3 3 2 4 12 
and soit * 1 1 
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TABLE X 
PROVISIONS FOR SUBSTITUTION OF ADVANCED NROTC 
SUBSTI. | NUMBER OF INSTITUTIONS 

TUTION | oe aan — 
| CREDITS | LG | su Prt yy 
Technical 0 13 8 10 31 
Courses 2 2 2 
3 1 1 2 
4 1 | | i 
6 1 1 3 5 
8 | 1 1 
Humanistic and 0 9 5 8 22 
Social Courses 2 1 1 
3 1 1 3 
6 1 3 4 
8 1 1 
| 9 1 1 2 
10 | 1 1 2 

11 

12 | 2 2 3 7 
Elective 0 1 4 9 14 
Courses 3 3 3 
4 1 1 
6 2 2 2 6 
8 | 1 
| 9 } 1 1 2 
10 1 | 1 2 
11 1 | 
| 12 7 2 3 12 
Overload 0 8 3 14 25 
1 | 1 
3 1 2 3 
4 1 1 
6 2 1 2 5 
8 1 1 
9 2 1 3 
12 4 4 





and one statement was made to the 
effect that ROTC provided leader- 
ship training. 

Eighteen institutions recommended 
a reduction of the number of degree 
credits allowed for physical educa- 
tion, while two recommended that 
physical education credits be in- 
creased. Fifteen institutions recom- 
mended a reduction of the total credit 
requirement for the engineering de- 











gree, whereas four recommended tht 
the requirement be increased. 


Conclusion 
Responses to this survey indicated 


a wide variance among_ institutions 
and among curricula within given it 


stitutions, both as to degree requitt 5 
ments and as to ROTC credit allow 





ances. Figure 1 (see bar graphs «fF 
pages 302 and 303) provides a vise & 
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TABLE XI] 


DEGREE OF SATISFACTION WITH ROTC AND PuysicaL EpucaTION PROGRAMS 





LG SU S¢ MC Pr.U TOTAL 
L \F.R.O.T.C No. 43 14 7 3 26 93 
—— Well 18 6 6 3 8 41 44 
l Med. 19 5 1 12 37 40 
2 Poor 6 3 6 15 16 
y) . : , 
1 RO.T.C. No. 46 13 10 4 26 99 
9 Well 20 6 7 3 8 44 45 
1 Med 20 4 3 1 11 39 39 
1 Poor 6 3 7 16 16 
2 N.R.O.T.C No. 15 11 15 $1 
1 Well 7 4 3 14 34 
3 Med 4 5 13 32 
4 Poor 4 2 8 14 34 
1 
- Phys. Ed No. 43 14 13 5 43 118 
2 Well 25 12 11 3 33 84 71 
: Med. 12 ! 2 2 8 25 21 
' Poor 6 1 2 0 Q 
14 
3 
1 
: TABLE XII 
2 SUMMARY OF COMMENTS 
2 
Z LG SI sc M¢ Pr.t rOTAI 
ry Total numbe 47 14 13 5 49 128 
25 Number commenting 33 8 5 3 37 86 
| 
3 No advanced ROTC cr. toward engr. degr. 5 1 4 10 
1 Reduce ROTC credit toward engr. degr. 10 4 10 24 
5 \dvanced ROTC as overload 2 1 5 6 
1 Engr. with option in ROTC 1 l 2 
3 ROTC total in Summer Camp l 1 2 
4 Sub. academic courses for ROTC 1 l 
___ & cr. ROTC sub. for H & S 
Air, Army, Navy ROTC to be more alike I I 
ROTC provides leadership training I I 
at ) c 
ded thet Reduce P.I toward engr. degree 10 1 I I S) 18 
1, Increase P.E 1 1 2 
Re luce total cr. for « egree 0 1 1 7 15 
Increase total c1 for degree 4 
indicates 
stitution Fo 
given it § | impression of the variations. It would are now being substituted for courses 
> require Be Seem that current practices in ECPD- in Army ROTC. Almost any condi- 
dit allor approved curricula provide preced- tions which engineering schools might 
graphs ope “nce for almost any type of program. wish to obtain can be found to exist 
.5 a visu One institution even indicated that in one or more of the approved cur- 
certain humanistic or social courses ricula studied herein. 
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THE ADVANTAGES AND OPERATION 
OF A MULTIDISCIPLINARY 


RESEARCH PROJECT 


HARRY F. ARADER 


Project Director, Development Program Lecture 


Moore School of Electrical Engineer 
University of Pennsylvania, Philadelphig 


Project Big Ben was successfully completed in October, 1958, This 
article was prepared during the active operation of the project. 


Cooperation in research becomes 
necessary as the expansion of the 
various fields forces specialists farther 
apart. Far from being able to ac- 
quaint himself with developments in 
other areas, the conscientious scholar 
is hard-pressed to keep abreast of de- 
velopments in his own. Information 
accumulates so rapidly that mere 
storage poses problems, and the in- 
dividual becomes isolated within his 
own specialization. 

Multidisciplinary cooperation, which 
offers a solution to these difficulties, 
is not extensive at present, and this 
failing is strongly reflected in our col- 
leges and universities. It seems espe- 
cially unfortunate that extensive and 
effective working association among 
the various disciplines is not main- 
tained in these institutions where one 
finds the richest assortments of spe- 
cialists. 

Theoretically, academic researchers 
seek a common goal: the discovery 
and communication of factual infor- 
mation. Yet it often happens that the 
scholars in each discipline think and 
work independently, remaining ob- 
livious of, if not hostile to, the prob- 
lems and methods of other disciplines. 

However, as the need for multi- 
disciplinary cooperation increases, 
some practical means for its encour- 
agement are being developed. At the 
University of Pennsylvania, for exam- 
ple, Project Big Ben, conducted by 
the University’s Institute for Coopera- 
tive Research, has gained experience 
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in this type of research for a period 
of more than five years. 

Here, a great many specialists rep. 
resenting a variety of skills and dis. 
ciplines work together in multidis. 
ciplinary research toward an over-all, 
or “total,” solution that involves the 
integration of many sub-parts. In or- 
der to illustrate some aspects of this 
type of research, Project Big Ben is 
described below in some detail. 

The project was named for the 
founder of the University, Ben Frank. 
lin, whose bid for a measure of uni- 
versality brought him an impressive 
diversity of knowledge and accom- 
plishment. “Big Ben” employs ap- 
proximately sixty specialists who work 
together on a contract between the 
University of Pennsylvania and the 
Research and Development Command 
of the Air Force. 

The project is organized into six re 
search groups in which the social, 
physical, and biological sciences are 
variously represented. Three or four 
related problems are under investiga 
tion within each group, and a separate 
research team is assigned to each 
problem. 

Research teams are composed d 
specialists in all disciplines related to 
the problem under investigation. 4 
general library staff handles the stor 
age and transmittal of information, 
and a general communication staff i 
responsible for presenting findings a¢ 
curately and effectively. 

Within “Big Ben” a supervisory 
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body periodically defines the various 
research tasks that must be under- 
taken to advance the over-all research 
effort of the project. This body, 
which is composed of the director, his 
deputy, and the chairmen of the six 
groups, then selects the specialists 
who are assigned to each particular 
task. One of these specialists is ap- 
pointed supervisor of the team effort. 
Intervals for reporting progress are 
agreed upon, and the research team is 
ready to operate. 

Let us assume that the project has 
undertaken an investigation of the 
effects that destruction of a major por- 
tion of an industrial area would have 
upon the social and economic com- 
plexes of the nation. The team se- 
lected to undertake this work would 
probably be composed of economists, 
statisticians, psychologists, sociolo- 
gists, political scientists, experts in 
communications, and geographers 
specializing in industry, transporta- 
tion, and cartography. 

A subject index of research ab- 
stracts, maintained by the editorial 
staff, would provide the team with a 
ready reference to related research 
previously or currently undertaken 
within the project. The library staff 
would assist in the preparation of 
bibliographies and indices of perti- 
nent external work. Through regu- 
larly prepared activity reports and in- 
formal discussion in staff conferences, 
the team would inform other mem- 
bers of Project Big Ben of their 
progress, 

In the initial conferences of the 
team, assignments would be made to 
the appropriate specialists; methods 
for abstracting, coding, and, if neces- 
sary, mechanical handling of the avail- 
able data would be agreed upon; and 
systems for the development of new 
data would be determined. Next, the 


; ‘eam would devise a general operat- 
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ing procedure and select means for 
the final synthesis of its work. 

During regular, informal confer- 
ences, the team would discuss the 
techniques currently being employed 
by the various specialists. These dis- 
cussions would ensure that each in- 
dividual received the benefit of the 
diverse experience of the team, and 
would provide for uniformity in the 
presentation of individual results. By 
these and similar cooperative meas- 
ures, the information necessary for a 
coherent final report would be pro- 
duced. 

Upon completion of its research 
tasks, the team would be assisted by 
the editorial and graphics staffs in 
preparing a final report of the find- 
ings. This report would be reviewed 
by specialists in the fields with which 
it was most directly concerned, as 
well as by a number of specialists in 
other fields. Through this type of 
cooperation, both the accuracy and 
the intelligibility of the report would 
be rigorously tested. 

The final version of the report 
would be submitted to interested gov- 
ernment agencies. If security per- 
mitted, the findings would also be 
published in the open literature. 

The cooperative effort of the re- 
search team outlined above is similar 
to that followed by the directorate 
and the chairmen of the six research 
groups in coordinating the work of 
the teams. At all levels within the 
Project, cooperation is the basic fea- 
ture of operating procedures. The 
characteristic element of the opera- 
tion is the open, informal conference, 
rather than the official directive; its 
characteristic product is the joint re- 
port on a subject of wide scope rather 
than the jealously guarded monograph. 

As the work of Project Big Ben and 
other multidisciplinary projects ad- 
vances, various techniques for the 
maintenance of effective cooperation 
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among the various specialists are be- 
ing developed. Many difficulties, of 
course, arise out of differences in 
methodology and terminology, but ex- 
perience suggests that frequent, in- 
formal discussion periods can go far 
toward dissolving these difficulties. 

Freedom of individual initiative is, 
of course, of primary importance in 
all research. It should be emphasized 
that the purpose of multidisciplinary 
organization and supervision of re- 
search, as exemplified by the “Big 
Ben” operation, is by no means to 
stifle, but rather to encourage, initia- 
tive and originality, and to provide 
a fertile soil and favorable climate 
wherein these qualities may flourish. 

Individuality is actually the raison 
detre of multidisciplinary research. 
Enlightened management of such re- 
search strives for full utilization of in- 
dividual thought and ability by mak- 
ing easily available to specialists in 
any one field the concepts, informa- 
tion, and techniques developed by 
specialists in other fields. Working 
alone, a social scientist may abandon 
a problem that his own mathematics 
are not sufficient to handle. But if he 
has immediate access to a specialist 
in applied mathematics, an engineer, 
or perhaps a physicist or chemist, a 
method for solving the problem may 
well be devised. 
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Many current problems in econom. 
ics, for example, involve both linea; 
equations and inequalities. Although 
the mathematical theory of such sys. 
tems has been thoroughly developed, 
this branch of mathematical analysis 
is not part of the normal equipment 
of the theoretical economist.* 

Thus it is within the power of re. 
search supervision to advance the 
work of the individual researcher by 
freeing him from the time and labor 
of making his own investigation into 
areas with which he is not thoroughly 
familiar. When the means are pro- 
vided for free association among spe- 
cialists, it is often possible for the in- 
dividual researcher to employ data 
and systems that he might not have 
been able to discover or apply inde- 
pendently. 

Art, as Faust realized, is long, and 
life is fleeting. Art is also increasingly 
complex, and the isolated efforts of 
individual scholars grow less and less 
effectual in seeking out its mysteries, 
But perhaps, if the universities tum 
their attention to the insufficiently co- 
ordinated research program, some- 
thing of the age-old ideal of universal- 
ity may be brought once again within 
the grasp of the learned community. 

* David Gale, “Mathematics and Eco 


nomic Models,” American Scientist, Volume 
44, No. 1, January 1956. 





SMITH TO DIRECT RESEARCH 


J. F. Downie Smith, former Dean of the Division of Engineering 
at Iowa State College, joined the Carrier Corporation on January 
1 as Vice President and Director of Research and Development. 
Dean Smith has been a member of ASEE since 1947. He is RWI 
representative to the Council and served as Chairman of the Sec- 
ondary Schools Committee of ECAC for 1956-57. 





FACULTY EMPLOYMENT PROGRAMS, 
SUMMER, 1958 


Compiled by 
CLYDE E. WORK 


Professor 2x Head, Department of Engineering Mechanics 
Michigan College of Mining and Technology, Houghton 


The bonds which link the faculties 
of our colleges training engineers for 
industrial careers and the industries 
they serve are many and strong. One 
important sinew among these bonds 
is the first-hand intimacy developed 
during periods when professors work 
in industry. Last year (JOURNAL, 
March, 1957) an initial effort was 
made to summarize such opportu- 
nities available to professors for sum- 
mer work in industries which were 
already contributing to engineering 
education through memberships in 
the ASEE.* 

There is evidence that the first 
compilation published was successful 
in each of its three purposes, namely: 
1) to provide professors a list of op- 
portunities open to them, together 
with an indication of the kind of ac- 
tivity offered by each company, 2) to 
provide companies publicity for their 
programs and 3) to provide com- 
panies not already offering summer 
employment a guide to what others 
have found possible and desirable. 

It was particularly encouraging to 
discover that 


several organizations 

*The Committee for Young Engineering 
Teachers is also repeating a “Summer Em- 
ployment Contact Service,” first offered last 
year, to make available to industrial groups 
who request it a list of faculty members in- 
terested in seeking summer employment. 
The list, to be available in February, is ex- 
pected to include several hundred names 
and also provide pertinent information con- 
cerning the location and qualifications of 
each. Companies looking for help in a 
specific field should contact Professor J. G. 
Richter, Department of Mechanical Engi- 
neering, Pennsylvania State University, Uni- 
versity Park, Pennsylvania. 


which had never employed college 
faculty members during the summer 
were stimulated ‘by the publication of 
last year’s compilation to make plans 
for such programs in 1958. The 1958 
directory is therefore considerably 
larger and more nearly complete than 
that of last year. Increases in the 
number of participants expected and 
the expansion of special activities for 
professors indicate real progress. 

This directory contains two sec- 
tions: Part I includes the programs in 
which special activities are planned 
to provide professors with as broad a 
picture of the company’s operations 
as possible. In Part II are listed or- 
ganizations which offer summer work 
on a less formal basis. 

Certain other related activities not 
mentioned here are carried out in sev- 
eral companies. These include tours, 
open houses, faculty visits, and con- 
ferences on a one- or two-day basis. 
It has not been possible to summarize 
all of this kind of programs in the 
present survey. 

Many organizations will be modify- 
ing their plans somewhat as summer 
approaches. Unfortunately, the print- 
ers deadline required that they pre- 
dict nine months in advance what 
their 1958 plans would be for early 
publication. Additional opportunities 
will undoubtedly develop by summer 
in some companies not now listed. In 
each case, too, the exact number of 
participants depends on how well the 
qualifications of applicants match the 
assignments available. It is hoped 
that, if the directory proves its con- 
tinued usefulness, it will be revised 
again for publication in 1959. 
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PART I. FORMAL PROGRAMS 


Key To SymMsBo.is Usep IN COMPILATION, CoLUMNs 5-8 











5. Other activities 7. Other allowances 
U_ tours of facilities T travel 
V_ social and recreation F food 
W luncheons etc. with company per- H_ housing 
sonnel C cost of living 
6. Basis for payment 8. Individual assignment 
S college salary rate J job on company project 
Q job assignment and qualifications K study some phase of company’s 
R honorarium or fixed stipend operation 
N no payment (except allowances, L none 
Col. 7) 
Company Contact 5 & 
(Name and Address (Person and Position 33 
Ee 
1 | 2 3 4 5 6 7 8 
Allison Division R. C. Smith Tech,| 8-12! 6-25 4 W S T I 
General Motors Corp. General Supervisor : 
Indianapolis 6, Ind. Salaried Personnel Dept. 
Boeing Airplane Co. John C. Sanders Tech,| 8-12 | 50-60 15 U, V, W S I T 
Seattle, Wash. Eng’g Pers. Adminis- ; 
(Wichita, Kansas) trator 
(Melbourne, Fla) 
California Research Corp. | D. P. Krotz Tech.| 8-12 | 2-5 U @) T a 
200 Bush Street Asst. to the President | 
San Francisco 4 California 
Chance Vought R. S. Stiff Tech.) 8+ 36 10 U, V QO rH J F 8 
Aircraft College Relations 
Dallas, Texas Representative 
Continental Oil Co. Richard R. Crow Non-| 1-8 5-10 Q or | T, F, Hi Jor ' 
P. O, Box 2197 \sst. Manager Tech. , R K ; 
Houston 1, Texas Industrial Relations 
Dept. a 
‘ Se ™ 4 ; = all R 
Convair, Division of H. A. Bodly Tech.| 8-12 | 15-20 2-5 U, V Oo I = 
General Dynamics Administrative W 
Corp. Supervisor , 
Fort Worth, Texas Engineering st 
Personnel U 
Detroit Edison Co. A, R. Hellwarth Tech,| 8-12 | 5-10 2 |U.V,WI Q I J R 
200 Second Avenue Asst. to Director of Non Pe 
Detroit 26, Mich. | Employment Tech Re 
Douglas Aircraft Co. C. C, La Vene Tech.| 10+ | 20-25 U 1@) I J Mi 
Santa Monica, Calif. Employment Manager . 
Engineering Division 
E, I. DuPont de P. B. Lewis, Manager Tech.| 8-12 | 20-30 U, V, W O I ] 51 
Nemours & Co. | Personnel Division we 
Wilmington 98, Del. Employee Relations a 
Dept. 0 
Esso Research and | C. W. Smith Tech.| 12 2-5 U Q I J Ma 
Engineering | Employee Relations : 
P. O. Box 175 
Linden, New Jersey © 
Ethyl Corporation | Harold Soroos Tech.) 8-12} 2-5 8 U,V QO T J re, 
1600 W. Eight Mile Road | Administration and - 
Ferndale 20 Services We. 
Detroit, Mich. | Research Laboratories 195 
ae : —|— Me 
General Electric | W. Scott Hill Tech.}| 8-12 | 25-30 20 U,V,Wi § >.< J ’ 
Company Manager, Recruiting : Wes 
Schenectady, N. Y. | Eng’g Personnel C 
(and others Department Eas 
General Motors | Kenneth A. Meade Tech,| 2 20-30 9 U,V,W| N T,F,H) K ’ at 
Corporation Dir. Ed. Relations | 
Detroit 2, Mich. | | } 
: : | we 








* Only applicants from the area near the company’s operations are considered for summer employment. 
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( Cont 
Name t Pe r 1 | fon 
1 2 
O R. N. Dyer, Head h.| 8-12 
g ( Personnel D Non 
11, Te Employee Relat re 
F Dept 











rk 
“ Tech.| 8-12 
D 
McD C. J. O'Toole Te 10-4 
\ : Asst. Emp! 
S| 3M Manag 
A. I lan Ree ech.| 8-14 
Direct | 
d ut 
Minnesota M R Wendel W. Burtor re 8-10 
Manufa ( Employment Manager 
Saint | 6. M 900 Fauquier Ave 

















t 
re 12 
Te 8-12 
Te 8 4 
Tex 8-12 
8-12 
h.| 8-12 
S. Steel ( ( D. Feight I I 9 
am Pe Director 
€ Employment and 
tsburgh 30, P Placement 
R. W. Re how Te 8-12 
Coor lator ot 
\ College Relations 
R. Craig Fabi Tec 12-1 
University Re 
Pa Education Dept 
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PART II. INFORMAL EMPLOYMENT 


CoMPANY 


Acme Steel Company 
Chicago 27, Illinois 


Air Reduction Company 
150 E. 42nd St., New York 17 


Allis Chalmers Manufacturing Co. 
Box 512, Milwaukee 1, Wisconsin 


Aluminum Company of America 
Pittsburgh 19, Pennsylvania 


American Cyanamid Co. 
30 Rockefeller Plaza 
New York 20, New York 


American Viscose Corp. 
Marcus Hook, Pennsylvania 


Arthur D. Little, Inc. 
30 Memorial Drive 
Cambridge 42, Mass. 


Bethlehem Steel Co. 
Bethlehem, Pennsylvania 


Canadair, Limited 
P. O. Box 6087, Montreal, P.Q., Canada 


Caterpillar Tractor Company 
Peoria, Illinois 


Chemstrand Corporation 
Decatur, Alabama 


Chrysler Institute of Engrg. 
Detroit 31, Michigan 


The Cleveland Electric 
Illuminating Co. 

75 Public Square 

Cleveland 1, Ohio 


Continental Motors Corp. 
8647 Lyndon Street 
Detroit 38, Michigan 


Corning Glass Works 
Corning, New York 


Eastman Kodak Company 
343 State Street 
Rochester 4, New York 


Erie Resistor Corp. 
Erie 6, Pennsylvania 
Food Machinery & Chemical Corp. 


161 E. 42nd St., New York 17, N. Y. 


Ford Motor Company 
21500 Oakwood Boulevard 
P. O. Box 2053, Dearborn, Mich. 


ContTACT 
H. L. Bills, Vice-President and Director of 
Industrial Relations 


F. R. Balear, Coordinator 

Research and Engineering 

Paul A. Bierwagen, Supv., Graduate Studies 
Graduate Training Section 


R. L. Gaughler 

Manager of College Relations 
Frank H. Hurley, Manager 
College Relations 


A. Ross Adams 
Asst. to Vice President 


James M. Jager 
Personnel Director 


A. M. Rupkey 

Manager of Personnel 

L. Wiebe 

Engineering Services Supervisor 
N. M. Nelson 

Employee Relations Manager 
A. D. Preston 


Technical Personnel Manager 


L. R. Baker, Director 


J. P. Fleming, General Supervisor 
Personnel Services Section 


Peter Altman 
Vice President 


L. W. Larson 
Director of Training 


i H. Howard, Director 
Business and Technical Personnel 


Robert W. Sparks, Supervisor 
of Placement and Training 


J. S. Thomas 
Technical Personnel Manager 


Francis J. Budde, Section Supv. 
Salaried Personnel, Training and Employe 
Services Department 











Phils 





ployee 
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CoMPANY 
General Electric Company 
Schenectady, New York 
and others ) 


Goodyear Tire & Rubber Co. 
Akron 16, Ohio 


Hughes Aircraft Company 
Culver City, California 


International Harvester Co. 
180 North Michigan Avenue 
Chicago, Illinois 


International Paper Company 
Mobile 9, Alabama 


International Resistance Co. 
401 North Broad Street 
Philadelphia 8, Pennsylvania 


lohns-Manville Corporation 
92 East 40th Street 
New York 16 


Kennecott Copper Corp. 
161 East 42nd Street 
New York 17, New York 


Louisiana Power & Light Company 
142 Delaronde Street 
New Orleans 14, La. 


Marquardt Aircraft Company 
P.O. Box 2013, South Annex 
Van Nuys, California 


Monsanto Chemical Company 
St. Louis 4, Missouri 


Northern Illinois Gas Company 
615 Eastern Avenue 
Bellwood, Illinois 


Philadelphia Electric Co. 
00 Sansom Street 
Philadelphia, Pa. 


Philco Corporation 
Philadelphia 34, Pennsylvania 


Phillips Petroleum Company 
Bartlesville, Oklahoma 

Public Service Electric & Gas Co. 
80 Park Place, Newark 1. N. V3 


The Pure Oil Company 


35 East Wacker Drive, Chicago, Il. 


Radio Corporation of America 
Camden 2, New Jersey 


Rohm & Haas Company 
1700 Walnut Street 
Philadelphia 3, Pa. 





CoNnTACT 
W. Scott Hill 
Manager, Recruiting 
Engrg. Personnel Dept. 
R. N. Whitcomb, College Relations 
Technical Personnel 
F. A. Scott, Office of Advanced Studies 
Research & Development Laboratories 


F. D. MacDonald, Chairman 
Manpower Committee 
Education & Personnel Department 


Samuel W. Jenkins 
Southern Kraft Division 


Walter J. Gershenfeld 
Personnel Manager 


Central Office 


Ledwith J. Brennan 
Director of Training 


Jc »hn D. East 


Assistant to the President 


W. H. Senyard 


Director of Personnel 


J. T. Dale, Manager 
Professional Personnel 


Robert F. McCoole 
Technical Personnel Manager 


R. A. Lightbody, Director 
Management Development 


G. L. Harvey, Jr. 
Director, Employment Div. 


Charles Lupton 
Manager, College Relations 


D. R. McKeithan, Director 
Technical Manpower Division 
M. D. Hooven 

Electrical Engineer 

J. J. Stadtherr 

Training Director 

Charles R. Vennel, Jr. 
College Relations 


John C. Haas 
Vice President 
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CoMPANY ConTACT 
Scott Paper Company Richard B. Miller 
Chester, Pennsylvania Manager of Corporate Employment 
Shell Development Company Mott Souders 
Emeryville, California Director, Oil Development 
Swift & Company E. D. Hall, Head 
Union Stock Yards Personnel Division 
Chicago 9, Illinois Research Laboratories 
Sylvania Electric Products, Inc. Harris Reinhardt 
1740 Broadway, New York 19, N. Y. Manager, Organization Development 
Toledo Edison Company Frank W. Keith, Director 
Toledo, Ohio Employee Relations 





MEMBER ASSIGNED TO 
NATIONAL SCIENTIFIC POST 


James R. Killian, new Eisenhower appointee as Special Assistant 
to the President of the United States for Science and Technology, 
is a former Vice President of ASEE and a member since 1939. He 
is succeeded as President of the Massachusetts Institute of Tech- 
nology by Julius A. Stratton, former Chancellor of MIT and ASEE 
member since 1950. 





INDUSTRIAL FELLOWSHIPS, 1957-58 


The establishment of the third ASEE Industrial Fellowship by 
the Leeds and Northrup Foundation has just been announced. The 
fellowship is for one year of graduate study in mechanical, elec- 
trical, or chemical engineering. The $3,000.00 grant is paid by 
ASEE to a school selected by its Industrial Fellowship Committee. 
One-half of the grant, or $1,500.00, goes to the student selected by 
the school; the remaining $1,500.00 is retained by the school to com- 
pensate for its cost of instruction. This division of funds between 
the school and the student is the unique and highly desirable aspect 
of this fellowship plan. 

The recipient receives the award for an initial year of graduate 
study. If his work is of high quality the fellowship is renewed 
each year for two additional years so that a doctorate degree ulti- 
mately may be obtained. 

A brochure describing the plan now is being prepared and efforts 
will be made to interest other foundations and industries to estab- 
lish similar programs. All inquiries should be directed to Karl B. 
McEachron, Jr., Chairman of the Industrial Fellowship Committee, 
or to the Secretary of the Society, W. Leighton Collins. 

The continued support of the program by the Leeds and North- 
rup Foundation is greatly appreciated by the Society, the selected 
institutions, and the recipients. 
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ORIENTING FRESHMEN TO THE 
EXPERIENCES OF ENGINEERING COLLEGE 


HERMAN A. ESTRIN 


Associate Professor of English 
Newark College of Engineering 
Newark, New Jersey 


Teaching English in an urban engineering college has given Professor 
Estrin a keen awareness of the freshman’s personal, social, and academic 


problems in adapting to the discipline of engineering studies. 


A program 


similar to that described herein could well be followed at larger institutions. 


What are the uncertainties and 
fears of a prospective engineering 
student? 

Once he matriculates as a freshman, 
what are his most urgent problems? 

What is likely to be lacking in his 
high school preparation for college? 

These and similar questions were 
answered by a questionnaire presented 
to four hundred freshmen at Newark 
College of Engineering. Their an- 
swers provided many insights that led 
to a more effective orientation pro- 
gram at NCE. The student handbook 
was revised to serve the students’ 
needs, faculty advisers obtained use- 
ful background information, and the 
study provided pertinent data to the 
Committee on Articulation between 
High Schools and Colleges. 


Questionnaire Responses 


Students ranked their problems and 
fears before entrance to engineering 
college in the following order: finan- 
cial problems, fear of too much home- 
work, lack of knowledge as to what is 
expected of the student, and lack of 
ability to study. They were also con- 
cemed about their degree of academic 
success, and the lack of proper high 
school background. Many students 
Were uncertain about their choice of 
engineering as a profession, and 
worried about the lack of time for 
study, the lack of campus life, and 
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transportation difficulties. Lesser 
problems were uncertainty as_ to 
choice of college, entry into the armed 
forces, and acceptance by fellow stu- 
dents. 

Their most important problems as 
engineering students seemed to be an 
inability to concentrate and to study 
effectively, insufficient time for study, 
inadequate finances, and inadequate 
parking facilities on the campus. The 
large amount of homework, difficulty 
of the subject matter, low grades, and 
inability to obtain employment or to 
participate in extracurricular activities 
were also problems. Others were so- 
cial adjustment to college life, per- 
sonal adjustments to instructors and 
students, status in the armed forces, 
and again, transportation. 

More than sixty per cent of the stu- 
dents agreed that their high school 
preparation neglected the develop- 
ment of correct study habits. Twenty- 
five per cent stated that the high 
schools failed to offer proper guidance 
to a college selection, and as many 
stated that their high school back- 
ground in mathematics, chemistry, 
physics, English, and history was in- 
sufficient. Nearly twenty per cent in- 
dicated that high schools did not offer 
effective instruction and did not pro- 
vide them with a realistic approach to 
college. Others mentioned that social 
and extracurricular experiences were 


Jril. Eng. Ed., V. 48, No. 4, Jan., 1958 








314 


lacking in their high school prepara- 
tion. 

Questions concerning the value of 
the freshman orientation program re- 
ceived generally favorable responses 
and brought out a number of construc- 
tive suggestions. Students thought 
the program helpful in acquainting 
them with the college community—its 
physical plant, its aims and _ philos- 
ophy, its traditions, facilities, and re- 
sources. Orientation also enabled 
them to meet members of the admin- 
istration, faculty advisers, and student 
leaders, and aroused their interest in 
extracurricular activities. 

Two comments suggesting improve- 
ments in the orientation program were 
especially interesting. One freshman 
said, “I would tell them that NCE re- 
quires hard work and long hours of 
study. A freshman should have strict 
adherence to engineering principles.” 
Another wrote, “Students direct from 
high school lack training in doing 
homework and taking notes. More 
emphasis should be placed on those 
techniques at high school, for they 
seem to be the biggest hurdles to 
jump in college.” 

Other significant suggestions were 
as follows: 


Explain the value of good study 
habits and diligent study. 

Describe the relationship of student 
to professor. 

Explain what the college and the 
faculty expect of a student and what 
he can expect of them. 

Explain how to develop effective 
reading habits and take good notes. 

Give the student more problem— 
solving techniques. 

Encourage the student to relax and 
mix with others. 

Provide more opportunity for stu- 
dents to meet the faculty socially. 

Suggested improvements of the stu- 
dent handbook included better maps 
of the buildings on campus, a list of 
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instructors for freshman subjects, 
discussion of the content of freshmap 
courses, more concrete suggestions fo; 
adjustment to college, and more spe. 
cific hints on homework. 

The views of these four hundrej 
freshmen were incorporated in syb. 
sequent orientation programs, and the 
administration also arranged to have 
freshmen parents visit the college, 
“Parent's Night” successfully provided 
a further means of aiding freshman 
orientation to college life and work, 


Parents Night at an 
Engineering College 

Parents were greeted at the college 
by newly elected members of the 
Freshman Council, and were pre. 
sented with an edition of the colleg 
newspaper in which an editorial was 
addressed specifically to them. The 
program opened with a panel discw:- 
sion in which the President, the Dea 
of Administration, the Dean of Str. 
dents, a professor of Air Science and 
Tactics, and spokesmen for Industria 
Relations, Testing and Guidance, and 
Student Aid participated. 

These authorities discussed the phi- 
losophy of engineering education, it 
curriculum, its extracurricular actiy- 
ities, the Selective Service regulations 
the function of the Air Force Reser 


Officer Training Corps, and the cour § 


seling and guidance services. Th 


panel also explained the changes ii § 


an adolescent’s philosophy of livin 


and studying as he matures during tht F 


college years, and the problems ¢ 
personal and professional develop 
ment faced by engineering student 


The discussion session was the— 


opened for informal questioning whid 


brought out such parental questios > 


as these: 


Why does my son have to study® 


. y) 
much and so long during the week 


In what extracurricular activitéy 


can he participate? 
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Of what value are these activities 
to him? 

Why does he have to study chem- 
istry when he plans to be an electrical 
engineer? 

What is meant by, “marking on the 
curve’? 

Should my son join the ROTC? 

How can my son earn financial aid 
to pay part of his expenses at college? 


Later, parents were given an oppor- 
tunity to learn something about the 
course content of the various engi- 
neering curricula. Exhibits of physics, 
mathematics, English, chemistry, per- 
sonnel relations, and air science mate- 
rials were displayed. While viewing 
the exhibits, parents met their sons’ 
instructors, discussed the subject mat- 
ter of engineering courses, and be- 
came acquainted with the texts, visual 
aids, and tools their sons would use 
during their college years. 


ORIENTING FRESHMEN TO ENGINEERING COLLEGE 


» 
J 


Parents Night at NCE was suc- 
cessful for many reasons. It enabled 
parents to see the variety of social, 
athletic, literary, and _ professional 
activities which take place at the 
college; it brought parents in direct 
contact with the faculty and adminis- 
tration, and acquainted them with the 
philosophy and content of an engi- 
neering education; it prepared parents 
for changes in the adolescent’s social, 
intellectual, and physical make-up; it 
demonstrated the role which the col- 
lege plays in the placement of its 
graduates, and informed parents of 
the regulations 


governing selective 


service. Most important, it answered 
urgent questions in the minds of par- 
ents, gave them a feeling of belonging 
to the college, and better equipped 
them to share their son’s college ex- 
periences and to understand and en- 
courage his professional development. 





SHORTAGE OF ENGINEERS 


DISCUSSED AT SECTION MEETING 


The National Capital Area Section of ASEE met during October 
in McMahon Auditorium of The Catholic University, Washington, 


D. C. 


Attendance included 31 members and 12 guests. 


The program presided over by Chairman D. E. Marlowe was 
devoted to a discussion of The Demand and Supply of Scientific 


Personnel, by Drs. George Stigler and 


Blank. 


Thomas J. 


Mills, Program Director for Scientific Manpower, National Science 


Foundation, summarized the book. 


Harold Goldstein, Assistant 


Chief for Analysis, Department of Labor, discussed the statistical 
methods used, and commented on factors other than economic con- 


siderations that could make for a shortage of engineers. 


Mr. Ken- 


neth Borgen, Industrial Manpower Specialist, Navy Department, 


then gave the non-free-market approach to the subject. 


He pointed 


out the scientific advances that have increased the number of man- 
hours required to carry out technological activities. 








Nuclear Energy Education Report No. 2 


OBJECTIVES AND EDUCATIONAL PROGRAMS 
IN NUCLEAR ENGINEERING EDUCATION 


COMMITTEE ON ATOMIC ENERGY EDUCATION 


Foreword 


With the marked impetus given to the nuclear field in the last 
few years there are developing new pressures on an already critical 
manpower situation, and there are many indications that these pres- 
sures will increase. The shortage of engineers on a nation-wide 
scale is emphasized in the nuclear field where so few training facil- 
ities are available, and where the need is so acute for men qualified 
to assist with the planning, design, development and operation of 
processes and systems involving nuclear transformations. The ap- 
plications and potential applications in stationary and mobile power 
units, chemical processing, process control and industrial operations 
such as radiography and thickness gaging have increased phe- 
nomenally in the last few years and all indications point toward an 
even more rapid increase in the immediate future. 

In recognition of this mushrooming need for trained manpower 
the Atomic Energy Education Committee of ASEE inaugurated a 
series of studies to provide information to those institutions con- 





sidering the training of students in this field. 


One of these studies 


presented information on the activities of the colleges and univer- 
sities in providing the necessary training in the field (1).* The 
training phase of the study reported herein is directed toward an 
analysis of the types of training needed and methods of providing 


that training. 


Responsibility of Educational Institu- 
tions in Providing Training 


Initially, and as the field began to 
develop, virtually all training was in 
the national laboratories. The need 
for secrecy in the early days of the 
Manhattan project and other pres- 
sures precluded the development of 
general educational programs. After 
the end of the war, and with the 
availability of principles and certain 
data a training program was estab- 
lished at Oak Ridge National Labora- 
tory. Not long thereafter a few col- 
leges and universities began to offer 


® Numbers refer to references at end of 
report. 


courses and curricula in the nuclear 
field. More recently, Argonne and 
Brookhaven National Laboratories 
have made available some of thei 
facilities for formal training programs 
in certain areas. These and other it 
stallations have cooperated with edv- 
cational institutions on special pre 
grams, particularly in assisting with 
facilities for thesis research in grat- 
uate study. 

However, the time is rapidly ap 
proaching when it can no longer be 
assumed that the national laboratories 
can give attention to formal training 
programs. The real and major t 


sponsibility for nuclear engineerit 
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education must rest with the colleges 
and universities, whose basic function 
is to provide educational apportunities 
in significant areas. 

Not all of the responsibilitiy can be 
assumed by the schools at the present 
time, nor should it be so assumed. A 
transition period is essential. 

The national laboratories can con- 
tinue to play an important part in the 
over-all program by providing spe- 
cialized facilities for research or ad- 
vanced work particularly where these 
facilities are beyond the budget of 
the average engineering school. 

The importance of industry in the 
training program must not be over- 
looked. In this field, as in many 
others, it is apparent that on-the-job 
training must be expanded.  Fre- 
quently, this training will be strictly 
applications procedures which are un- 
suitable as curricular material but 
which are extremely important in de- 
sign. However, it will be expected 
that the colleges and universities, and 
the technical institutes as well as the 
national laboratories, will cooperate 
with industry in such training pro- 
grams. 

The Committee is in no sense urg- 
ing that every school consider intro- 
ducing a full-fledged program in nu- 
clear engineering. In fact, relatively 
few schools are justified in so doing. 
What is being urged is that every 
school consider how it, in the light of 
its local and special situations, can 
contribute to the present urgent needs 
of industry and the nation. The con- 
tribution may range from the intro- 
duction of a small amount of applica- 
tions in various engineering courses 
toa full Ph.D. program, for there is a 
wide spectrum of application. One 
of the purposes of this report is to 


| Point out the wide variety of ways in 


which educational institutions may 
participate in the training of engi- 
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neers to function intelligently and ef- 
fectively in this nuclear age. 

In this light, it is not the purpose of 
this report to provide a definitive 
answer to the question of whether or 
not there should be devised new un- 
dergraduate or graduate curricula 
which will lead to degrees in nuclear 
engineering (and, therefore, to the 
use of the term “nuclear engineer” in 
describing such graduates). Many of 
the points of view presented will bear 
on this question, but there is an ob- 
vious need for further consideration 
of this matter. The experience gained 
in various schools and in industry will 
help in answering the question. 


Definition of the Field 


For the purpose of this report, nu- 
clear engineering is defined as the ap- 
plication of the physical and life sci- 
ences to the design of engineering 
systems involving nuclear energy and 
composed of circuits, processes, en- 
ergy converters and structures, and 
the prediction of the behavior of such 
systems in terms of time, cost, men, 
and materials. Thus, nuclear engi- 
neering is closely allied to the conven- 
tional engineering fields. In fact, it is 
frequently difficult to draw a sharp 
line of demarkation between nuclear 
engineering activities and those of 
mechanical, electrical or chemical en- 
gineering. However, it is presumed 
that if nuclear transformations are in- 
volved in the system under considera- 
tion the function can be considered to 
involve nuclear engineering as well 
as conventional engineering. 


Activity Classification in Nuclear 
Engineering 

From the preceding definition, it is 
apparent that a wide range of train- 
ing facilities must be provided to as- 
sure the progressive development of 
the general field. In order to analyze 
more effectively the educational re- 
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quirements, the broad spectrum of ac- 
tivities indicated in the definition was 
considered to include six primary 
functions—(1) operations, (2) engi- 
neering administration and manage- 
ment, (3) engineering design, (4) en- 
gineering development, (5) research, 
and (6) teaching. Although the 
boundaries between certain of the 
functions may not be sharply deline- 
ated in all cases, the fact remains that 
these are the jobs to be done and the 
areas in which personnel must be 
somehow trained. 

1. Operations. This classification 
includes those activities associated 
with the control and handling of nu- 
clear plants, processes, and materials. 
Activities such as reactor operation, 
routine materials inspection by ra- 
diography, certain phases of health 
physics duties, and programmed 
chemical processes are included in 
this classification. While an under- 
standing of the basic scientific and 
engineering principles involved in the 
processes is highly desirable, it is not 
essential to the proper performance of 
assigned duties. In general, the in- 
dividuals involved in these activities 
would be considered to be technicians 
rather than engineers or scientists, 
and training at a technician’s level is 
a minimum requirement. 

Training for these functions can be 
done most effectively in the long run 
through the technical institutes or 
through on-the-job training by the 
specific industries concerned. How- 
ever, the colleges may assist through 
short courses and similar non-credit 
instructional programs. The number 
of people required for this class of ac- 
tivity is expected to increase rapidly 
as the use of nuclear power increases 
and as new facets of the non-power 
applications are developed. 

Supervision and management per- 
sonnel in operating plants are, in most 
cases, scientific or engineering gradu- 
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ates and will receive their basic train. 
ing through normal college or yyy. 
versity disciplines. 

2. Engineering Administration ang 
Management. As used in this report 
this classification includes those a¢. 
ministrative functions, such ag the 
formulation of policy, arising from the 
participation of an organization jy 
any phase of the nuclear program, 
The individuals included in this ¢lgs. 
sification are officials of public uti. 
ities, equipment manufacturers and 
suppliers, producers of materials an( 
products into whose processes nucley 
techniques might be introduced ¢f. 
fectively, college and university ad. 
ministrators, and others whose duties 
do not require a detailed understand. 
ing of nuclear phenomena, but wh 
do need some understanding of the 
scope and limitation of application 

The information required by thes 
individuals may be acquired throug) 
published material to a certain extent 
and through competent engineers and 
scientists in their organizations to: 
greater extent. However, the inte. 
pretation of the facts which they re. 
quire may be_ gained effective) 
through conferences, workshops, « 
short courses. 

The number of individuals wh 
could profit by training of this ty 
can only be estimated at best. Hov- 
ever, it may be expected to reach: 
peak in the next four years and thet 
to decline rapidly as _ individual 


trained originally for other function f 
enter the organizations and rise tf 


administrative positions. 
3. Engineering Design. This chs 
sification includes those engineemtt 


activities involved in the utilization® f 
principles and available data for ti 


purpose of altering, modifying, ori 
proving circuits, processes, equ? 


ment, structures and other produ 
to improve their operating character F 





istics or to adapt them to a sped b 
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application. In this area lies the bulk 
of the engineering functions. Activ- 
ities such as the determination of 
thickness of shielding, details of elec- 
tromagnetic pumps, selection of 
proper coolant and adaptation of elec- 
tronics to solving control problems 
are examples of engineering design 
that may be associated with the 
power reactor field. Many examples 
exist in the non-power field as well. 

For training men to function as en- 
gineering designers there is no sub- 
stitute for a well-organized and well- 
taught engineering curriculum fol- 
lowed by experience in design. The 
specific nuclear information required 
can be obtained in a variety of ways, 
ranging from on-the-job training to 
special M.S. or possibly Ph.D. pro- 
grams in nuclear engineering. 

4, Engineering Development. In 
this classification fall those activities 
associated with the translation of 
basic relationships and data into new 
systems, equipment, or 
products. It involves creative design, 
inventiveness, and similar attributes 
necessary for the metamorphosis of 
an idea into a working model. Out of 
these activities come the new applica- 
tions of the science. 

One facet of the training of men to 
function in engineering development 
is the acquisition of a real understand- 
ing of the basic principles of the un- 
derlying sciences and this may be ac- 
complished through educational pro- 
grams in the colleges and universities. 
Of equal importance is the fostering 
of the creative spirit. An atmosphere 
in which the creative ability of the 
individual is encouraged appears to 
contribute significantly to the devel- 
opment of new engineering products 
and processes. 

9. Research. The term research de- 
notes those activities associated with 
the establishment of new data and 
the formulation of new principles. 


processes, 
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Research that will be significant in 
the nuclear engineering field may 
originate in chemistry, mathematics, 
physics or any of the branches of en- 
gineering. Training for research is 
usually considered to be through the 
channel of graduate study in the 
chosen field, but this is by no means 
the only way in which the desired 
end may be obtained. For example, 
industry and the national laboratories 
make important contributions in the 
training and development of research 
personnel, and postdoctorate research 
assignments in these organizations can 
be extremely effective in the develop- 
ment of an individual. 

6. Teaching. Desirable training for 
college teachers in this branch of en- 
gineering closely parallels that suit- 
able for research. 


Objectives of Education in the 
Nuclear Engineering Field 


Because of the wide diversity of ac- 
tivities in the field, it is obvious that 
many patterns of training must be 
utilized in attaining the over-all objec- 
tive of providing the nation with an 
adequate number of persons well 
trained in the discipline of nuclear 
engineering. It is expected that each 
institution involved in training in this 
field will have its own set of objec- 
tives in harmony with the over-all ob- 
jective. For example, some will aim 
at providing people with educational 
backgrounds best adapted for con- 
tributing in the research and develop- 
ment area, while others will aim at 
providing educational curricula and 
experiments that will enable their stu- 
dents to contribute in the design and 
administrative areas. 

In considering the respective roles 
of the colleges, technical institutes, 
industry, and the Atomic Energy 
Commission in providing nuclear en- 
gineering education, two factors 
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unique to the area under considera- 
tion are pertinent. 


1. Nuclear engineering is not a new 
and separate field of technology, iso- 
lated from other fields of science and 
engineering, but is a field which de- 
pends on and derives from the older 
orthodox fields of technology with the 
added requirements imposed by the 
peculiar nature of nuclear phenom- 
ena. In one sense, nuclear engineer- 
ing is the application of each and 
every one of the well-known disci- 
plines of science and technology to 
the exploration, design, and manipula- 
tion of nuclear systems. 

2. An obvious corollary to this fac- 
tor is the fact that no one individual 
can be expected to be an expert in all 
of the areas of nuclear engineering. 
At the beginning, he can hope for lit- 
tle more than an understanding of the 
practical implications and _ require- 
ments of nuclear phenomena in one 
or a few practical areas of science 
and engineering, with a more or less 
general comprehension of its implica- 
tions for other areas related to the 
ones of his particular interest. 


Thus the development of a course 
or a program of study in nuclear engi- 
neering involves recognition of the 
fact that a sound foundation in the 
fundamentals of the basic sciences 
and engineering is essential for engi- 
neers in the nuclear field. This re- 
quires that a nuclear engineer receive 
the usual training in one, or in por- 
tions of more than one standard field 
of science or engineering closely re- 
lated to nuclear engineering. 

In addition to the basic training in 
science, the nuclear engineer requires 
an understanding of the fundamentals 
of nuclear phenomena and the impli- 
cations of these phenomena in prac- 
tical situations. The depth of un- 
derstanding and the breadth of the 
implications must increase with an 
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increase in the technical level of the 
activity classification. The only fea. 
ture of nuclear engineering education 
which is new and different from usyg) 
technical engineering educational pro- 
grams is the addition of the funda. 
mentals of nuclear phenomena anj 
their implications. 

With respect to pedagogical per. 
spectives, two additional observations 
are pertinent. 


(a) The amount of special traip. 
ing in nuclear fundamentals and the 
practice required by different students 
may vary widely. A few courses may 
satisfy the need of those having inter. 
ests in certain areas in the nuclear ep. 
gineering field. To perform satisfac. 
torily in other areas, several years of 
specialized study accompanied by e- 
tensive practice are necessary, Be. 
tween these extremes there are all 
levels of requirements. 

(b) At present, colleges do not 
possess adequate equipment and facil 
ities nor do they support sufficiently 
extensive research and development 
projects to offer the practical exper- 
ences in nuclear engineering commen 
surate with the requirements of higher 
levels of specialization in the field 
It is expected that this situation wil 
continue indefinitely in the future to 
a somewhat larger degree than in mos 
other technical fields. 


Hence, the training of nuclear eng: 
neers must include participation in the 
activities of AEC laboratories and it 
dustries, where facilities for practicd 
experience do exist. Thus, it follow 
that if the colleges and universitié 
are to assume the major responsibility 


for this field of training, as they hat f 


for other fields (with whatever assist 


ance is necessary being supplied by 4 
©) tha 
off 


their objectives will include three mé F ‘ 


the AEC and industrial organizations 


jor areas. 
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the (a) Offering courses in nuclear 
fea- fundamentals and _ practices in se- 
tion lected areas of the nuclear engineer- 
sual ing field, consistent with the interests 
pro- and abilities of their staff, and the 
nda- needs, interests, and opportunities of 
and students. 

(b) Acquiring equipment and fa- 
per: cilities to support these courses. 

Hons (c) Maintaining cooperative en- 
deavors with industrial and govern- 
mental laboratories in providing max- 

Tail imum opportunities for practical and 

1 the maturing experiences for students in 

dents F the field. 

co The Government Laboratories can 

—~ contribute in two ways. 

istac (a) Providing specialized instruc- 

ITS Ot tion and practical experiences for stu- 

Ny ex dents in areas which the colleges are 

Be not equipped to provide. 

re all (b) Encouraging the development 
of appropriate instructional and prac- 

9 not F tical opportunities in colleges and 

facil minimizing their own programs in 

ent} these areas as the colleges become 
pment F able to meet the needs. 

xperi- 

a The general role of industry in the 

higher educational program is to encourage 

field the schools to concentrate on the 

n wil broader aspects of training. This may 

iis be done by providing on-the-job train- 

omit # S for operational and specialized 
technical requirements which would 
relieve the schools from this burden. 

‘a Attainment of these Objectives 

oe the Schools 

ractical The objectives indicated are qualita- 

follow F tive in nature rather than quantitative. 

ersitis § That is, the contribution of a school 
sibility F in the field of nuclear energy educa- 

»y have tion is properly judged by the degree 

r assist % of understanding at the prescribed 

lied by fF) level attained by the students rather 

ations than by the number and variety of 
ree mt a offerings. In some instances the 





|) Courses will involve simply the trans- 
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mission of information, as in short 
courses. In other situations, the em- 
phasis may be on the development of 
manipulative skills; but more often, 
mastery of principles and facility in 
their application will be involved. 

Thus, colleges and universities may 
make significant contribution to the 
training of nuclear engineers in a 
wide variety of ways, and those con- 
tributions may be made at several 
levels as indicated in the classifica- 
tion of activities earlier in this report. 
The greatest resultant contribution 
will result when each institution in- 
volved in the field develops a pro- 
gram best adapted to its staff, equip- 
ment and students. It is obvious that 
these factors will change with time; 
hence, it is to be expected that the 
programs of the individual 
will be dynamic. Unquestionably, 
standardization of programs and 
standardization of techniques are to 
be avoided. 

It should be noted that there are at 
least three different techniques of 
presentation of material in the nuclear 
energy field. One technique is that of 
incorporating appropriate material in 
the subject in the usual undergraduate 
courses in science and engineering. 
One example of this is the considera- 
tion of radiation damage in a course in 
engineering materials. This requires 
on the part of the instructor an inter- 
est in and an understanding of the 
field and its applications to a degree 
not presently possessed by many engi- 
neering teachers, but it is an extremely 
effective technique for making impor- 
tant cross ties between the nuclear 
field and the conventional engineer- 
ing fields. 

A second technique for introducing 
the material into the program of the 
students is that of modifying courses 
to make room for a connected con- 
sideration of certain phases of nuclear 
energy. For example, several periods 


schools 
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able to the 
riculum 
niques. 


established course in a curriculum to 


easy. 


instruction. 





might be spent in a conventional heat- 


transfer course on a consideration of 
the heat-transfer 


characteristics of 
liquid metals of potential value in re- 


actor cooling systems. This technique 
involves removing some material from 


the existing course in order to make 


room for the new material, and conse- 


quently will not be enthusiastically 
received by many instructors who feel 
they have inadequate time for the 
presentation of the material now in 


their courses and all of which is funda- 


mental, basic and absolutely essential. 
The third technique consists in the 
development of new courses in nu- 
clear energy and its applications. In 
general, this is probably more accept- 
teachers of individual 
courses and less acceptable to the cur- 
builders than other tech- 
The elimination of one well- 


make way for a new course is not 
If only one new course is in- 
volved it may be fitted in as a senior 
elective or as a single substitution, 


but if several new courses are in- 
volved the alternatives are to develop 


the sequence as an additional year, or 
to develop a separate undergraduate 
curriculum in nuclear engineering. It 
may be observed that in general the 
additional sequences are being devel- 
oped as graduate rather than under- 
graduate majors. 

Probably most institutions develop- 
ing programs in the nuclear energy 
field can use advantageously all of the 
techniques—infiltration, substitution, 


and development of new courses. Ex- 


perimentation with all of these tech- 
niques should be considered. 

In discussing the techniques it has 
perhaps been implied that the con- 


tribution of the institution will be 


made through the medium of resident 
Although this will usu- 
ally be the case, it is by no means the 
only possibility. Many schools have 
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extension activities, such as sho 
courses and off-campus _ instructig, 
These may be used to excellent aj 
vantage over a portion of the spq 
trum of training requirements. At thy 
other end of the spectrum, training jp 
research in the field is possible a; 
few institutions having special faci. 
ities or which are closely associate; 
with government laboratories, as j 
Iowa State College. 

The objectives of acquiring equip 
ment and developing and maintainiy; 
cooperative endeavors with off-can. 
pus organizations may be approachel 
in many ways. As is noted in a sep 
arate section of the report, the Atomi 
Energy Commission is sponsoring a 
extensive program of college assis. 
ance in procuring equipment. Th 
problem of securing financial aid fron 
conventional sources is by no mean 
new to college administrators, ani 
cooperation between industry av 
schools in placement and _ utilization 
of personnel is not unique to the m 
clear energy field. 


Administration of the Program 


The breadth of educational obje § 
tives, not all of which will be pursued 


by any one institution, and the varieh 


of valid methods by which each wf 


be sought, preclude any unique soli: 


tion to the problem of how the pof 
gram should be administered. Inge 


eral, the administrative pattern shoul 


be built around men and men shoul § 


not be forced into a_preconceivel 
mold. 
ministrative practices can be ili 


trated by some patterns which hth 


already developed. 


These range from complete sf 
sufficiency in a nuclear departmeal® 


(or nuclear section of an existing tt 


partment) to committee-directed oo 
operative effort crossing departmett 

The tree 
to self-sufficiency is exemplified #7 


or even divisional lines. 
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North Carolina State while Purdue 
and Michigan are examples of schools 
in which the cooperative approach is 
effective. 

A single educational program profits 
by centralized administration but usu- 
ally appeals to a narrower segment of 
students. For example, if reactor core 
designers are to be the principal prod- 
uct of the course, the administrative 
as well as the curricular pattern may 
be quite different from that in a pro- 
gram of broader objectives. 

The administrative pattern is sensi- 
tive to the policy decision on the level 
and scope of nuclear instruction—such 
as undergraduate only, courses at the 
graduate level for a Master's degree 
without a nuclear thesis, Master’s de- 
gree with nuclear thesis, doctoral pro- 
grams, or extensive post-doctoral and 
faculty research. The initial admin- 
istrative pattern in a given institution 
should reflect the initial policy deci- 
sion on this question, but the pattern 
should be kept flexible if the scope of 
the activity is expected to change. 

The administrative pattern will also 
reflect the extent to which the pro- 
gram includes extension, evening, or 
other courses which meet limited 
objectives. 


Costs 


The problem of cost of a program 
in nuclear engineering and the sup- 
porting science is of direct concern to 
the universities. Obviously the cap- 
ital and operating costs will depend 
upon the extent of the program de- 
veloped. Direct salary costs for class- 
100m instruction are readily evalu- 
ated, Laboratory instruction and 
thesis instruction costs, exclusive of 
equipment, follow the same pattern 
as other disciplines, except for special 
health and safety expenses that may 
be hecessary where radioactive mate- 
tials are involved. In an extensive 
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s* 
nN 
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program, several additional employees 
may be required. 

The cost of equipment for demon- 
stration and laboratory experience 
varies from a few hundred dollars to 
several million dollars and, again, the 
needs of the individual institution will 
predicate the sum to be spent for 
equipment. A few general remarks 
may be of assistance, however, to 
those institutions planning to start 
some work in the nuclear energy field 
(2). 

Successful courses can be given in 
the theoretical aspects of nuclear sci- 
ence and engineering with no demon- 
stration or laboratory equipment. 
However, it is the opinion of this 
committee that laboratory experience 
makes the theoretical aspects of the 
field much more meaningful. The 
average engineering student is ac- 
customed to think in terms of physical 
realities that can be measured, and 
for him laboratory experiments are 
valuable. 

For an expenditure of about one 
thousand dollars an institution can ob- 
tain low-strength sources and count- 
ing equipment that will make possible 
a variety of simple demonstrations 
or laboratory exercises in radiation, 
shielding, and counting techniques. 

For a Master’s degree program in 
nuclear engineering additional equip- 
ment is highly desirable. Items such 
as an exponential assembly, a hot loop 
for heat-transfer experiments, equip- 
ment for demonstrating chemical sep- 
aration techniques, and radiation and 
shielding facilities with the necessary 
auxiliary equipment will require a 
total expenditure between ten thou- 
sand and one hundred thousand dol- 
lars, depending on the level and com- 
plexity of the systems. 

A reactor suitable for teaching pur- 
poses will cost upward of one hun- 
dred thousand dollars and a reactor 
suitable for research at high flux 
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levels will require a capital invest- 
ment of one or more million dollars. 
The annual operating costs for a high 
flux research reactor will be many 
thousands of dollars. 

In this respect, it has been empha- 
sized that there is no single most 
desirable program in nuclear engi- 
neering and it should also be empha- 
sized that there is no single minimum 
optimum or maximum equipment re- 
quirements. Equipment compatible 
with the interests and abilities of the 
staff is highly important. 


Sources of Assistance 

Much has already been written 
about sources of financial assistance. 
In general, educational institutions 
must be prepared to pay instructional 
salaries and to provide building space. 
The Atomic Energy Commission has 
a generous program of assistance in 
special nuclear materials for instruc- 


tional or research programs, or both, 
for reactors, exponential experiments 


(sub-critical reactors) and _ other 
equipment for laboratories or instruc- 
tion. In these programs competence 
of the academic staff is a prerequisite 
to the government support. 

The Commission has sponsored sev- 
eral programs for faculty members, 
ranging from conference and summer 
institutes to periods of research ex- 
perience. In some of these programs 
the National Science Foundation has 
cooperated. 

Indirect support to campus pro- 
grams comes from a number of re- 
lated fellowship programs. AEC sup- 
ports fellowships in reactor technol- 
ogy and in radiological physics. NSF 
Fellowships (pre-doctoral and_post- 
doctoral) cover a number of fields, in- 
cluding engineering. A substantial 
number of foreign governments may 
be expected to send students to be 
trained in nuclear programs in Amer- 
ican engineering schools. 
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The various AEC programs of 
sistance in this field have been widely 
announced by letters to the admini. 
trative officers of all accredited engi. 
neering schools and in the scientif 
periodicals. Further information ca 
be obtained from the Office of th 
Director of Reactor Development ¢; 
of the Director of Research, ARC 
Washington 25, D. C. 

Both the AEC and NSF have Sup. 
ported campus research projects jj 
the nuclear field, either by providing 
research facilities, supporting their op 
eration, or both. In general, this sup. 
port favors projects conceived by fae. 
ulty members and minimizes the sy}. 
contracting of Commission activities 

So far support from industry an 
private foundations has been limite! 
to a few projects, but these obvioy 
sources should not be overlooked, 


Staff Requirements 


The importance of the staff in, 
program in the nuclear field, as i 
other fields, cannot be overempli- 
sized. A well-trained and enthusiast f 
faculty can develop a good progran 
with a minimum of equipment, bi 
elaborate facilities will not comper 
sate for mediocre staff members. 

With the wide diversity of » 
proaches possible in developing stron F 
programs in the field and with tk 
broad scope of the field, it is apparett 
that a complete staff in nuclear s: 
ence and engineering will consist ¢ 
several individuals with diverse s¢f 
cialties. Men in physics, chemisty 

mathematics, and several branches § 
engineering will be involved in t 
over-all training of the students. Th 
major interests of many of these it 
dividuals will be in areas other th 
nuclear engineering, but if the pop 
gram in nuclear engineering is to! 
successful it is obvious that all sey 
members associated with the prog 
must have a sympathetic interest! 
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the aims and objectives of that pro- 
gram. 

' The problem of attracting and re- 
taining competent staff in the basic 
sciences upon which the nuclear en- 
gineering program depends is not 
easy, but the supply of individuals 
trained in these areas upon which the 
colleges may draw for staff is much 
larger than the supply of men trained 
or experienced in the field of nuclear 
engineering. At the present time, 
therefore, the major source of staff for 
the nuclear engineering portion of the 
program consists in engineering grad- 
uates who have had special training 
in nuclear technology or first-hand ex- 
perience with some phase of the vari- 
ous nuclear energy programs. 

The first-hand experience that is in- 
valuable at this stage of development 
of courses and laboratories can be ob- 
tained through the usual channels of 
industry, through work at one of the 
national laboratories, or through par- 
ticipation in research. While men 
with the desired qualifications may be 
attracted to educational institutions, 
many institutions may find it more 
expedient to make it possible for qual- 
ified staff members in engineering to 
take advantage of the special experi- 
ence programs made available during 
summers. Summer Institutes, sum- 
mer employment by industry in the 
nuclear energy field, and summer em- 
ployment by the national laboratories 
all provide means of obtaining the 
quality of experience that will bring 
vitality and breadth of outlook to the 
instructor in classroom, laboratory, 
and direction of research. 
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Conclusions 


It is the intent of this report to in- 
dicate the wide scope of activities fall- 
ing within the general area of nuclear 
energy and its applications. Because 
of this wide range of activities, an 
equally wide range of educational 
programs is required to meet the man- 
power needs and these programs in- 
volve the cooperation of colleges and 
universities, of technical institutes, of 
the government laboratories, and of 
industry. 

No single program or pattern of 
development of courses for the col- 
leges and institutes is advocated. To 
the contrary, each institution is en- 
couraged to experiment with arrange- 
ments and procedures that appear to 
be most fruitful in the light of local 
conditions. The Committee firmly 
believes that many useful programs 
may be developed along different 
lines by various faculties. 

Finally, in this area of nuclear edu- 
cation, as in other areas, the key to 
progress lies in the individual faculty 
members and their talents for educat- 
ing and inspiring their students. 
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President: Enoch R. Needles 
Vice President: O. B. J. Fraser 





MINUTES OF THE 
EXECUTIVE BOARD MEETING 


Chicago, Illinois 


The September meeting of the Executive Board was held in Chicag: 
with all members of the Board in attendance and President F. C. Lindgal 


presiding. 


Report of the Secretary, 
W. Leighton Collins 


a. Summer Schools 


l. Humanistic-Social Summer 
It was 
agreed President Lindvall should con- 
tinue his negotiations with NSF of- 
ficials to determine their interest so 
that a formal proposal can be sub- 


School Solicitation of Funds. 


mitted for the summer of 1959. 


2. Funds for Chemical Engineer- 
ing Summer School Proceedings. The 
NSF did not approve the request for 
funds, and so no matching allocation 
from ASEE is required. It was agreed 
an attempt be made to obtain the best 
papers for publication in the JouRNAL. 

3. Papers from Mathematics in En- 
The Executive 
Board VOTED to instruct the Secre- 
tary to write to the responsible parties 
requesting that the papers be sub- 
mitted, as previously agreed, in order 
account can be 


gineering Institute. 


that the financial 
closed at the end of the fiscal year. 


b. Publication of A New Industry's 
The Executive Board 
agreed with the Industrial Member- 
as to the need for a 
brochure to be used in expanding 
membership and VOTED to approve 
$300 to $500 for printing about 5,000 
copies, the amount to come from un- 
allocated surplus or charged to sup- 
plies and printing if the year’s opera- 


Stake in ASEE. 


ship Committee 


tion shows no deficit. 


c. Roster of Graduates for Engi- 
Requests from en- 
gineering societies for lists of gradu- 


neering Societies. 
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September 8, 1957 


ates are being received by som 
schools. Since it is the present policy 
of most colleges not to give out suc) 
lists, and since it was believed ade. 
quate contact with graduating seniox 
is maintained through student chap. 
ters, where they exist, it was agreed 
to refer the matter to ECAC for cop. 
sideration. 
d. Annual Meetings 


l. Accident at 1957 Annual Meet. 


ing. The insurance coverage of the 
Society was reviewed and it wa 
agreed the Society had no responsibil: 
ity for property damage to an ante 
mobile, for that is the type of rik 
frequently accepted as a matter of 
personal choice and routine. 

2. Annual Meeting Registration Fe 
and Budget. A favorable balance d 
about $250.00 remained in the Annu! 
Meeting fund even after the $1,400 
for underwriting the banquet pt 
to retain a $4.00 per person cost was 
charged to the account. It was agreed 
that the experiences of the past tw 
years did not indicate the $4.00 regs § 
tration fee was inadequate, but actia 
was deferred until the Annual Met 
ing Committee studied the problemi 
detail, particularly as it pertains t 
women and children. 


3. Tickets for Those at Head Tabi 


ee 


ile 





at Annual Banquet. After conside 


able discussion it was agreed tht 
(a) The cost of banquet tickets fo 
award winners and wives, and Sof 
ety Award Committee chairmen # 
wives, be charged to the respect 
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awards; (b) The Society pay for ban- 
quet tickets for the President, Secre- 
tary, Banquet Speaker, President of 
the host institution, and their wives; 
(c) All others at the head table pur- 
chase tickets for themselves and their 
wives. It was further agreed that for 
the Annual Meeting the Society pay 
for adequate housing for the President 
and his wife. 

4, Conflict of Applied Mechanics 
Division of ASME with Pittsburgh 
Annual Meeting. This was reported 
for information only. 

5, 1961 Annual Meeting. The Ex- 
ecutive Board VOTED to accept the 
invitation of the University of Ken- 
tucky to hold the 1961 Annual Meet- 
ing on its campus. 

6. Preliminary Plans for the 1959 
Annual Meeting. W. I. Short, co- 
chairman of the local committee, re- 
ported that preliminary negotiations 
with several major industries in the 
area indicated an enthusiastic desire 
to cooperate as “industrial hosts” in 
developing plans which will take ad- 
vantage of the extensive research lab- 
oratories of the area. The Executive 
Board instructed the local committee 
to continue with its plans to such an 
extent that details can be presented to 
Divisions and Committees prior to the 
1958 Annual Meeting in order that 
the necessary deliberations and ac- 
tions can be taken at the Annual 
Meeting. 

e. Mid-winter Division Meetings. 
The following schedule was announced 
and it was agreed that at least one 
member of the Executive Board at- 
tend each meeting. 


1, Cooperative Engineering Educa- 
tion, January 9-10, Dallas, Texas. 

2. Engineering Drawing, January 
15-17, General Motors Institute, 
Flint, Michigan. 

3. College-Industry Conference, 
January 30-31, University of 
Michigan, Ann Arbor, Michigan. 
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f. Board Attendance at Section 
Meetings. It was agreed that insofar 


as possible, a member of the Execu- 
tive Board attend each Section Meet- 
ing. A tentative schedule was devel- 
oped. It was also hoped that the Sec- 
tions would recognize the Board 
Members and give them an opportu- 
nity to comment informally about re- 
cent developments in the Society and 
its work. The Executive Board 
VOTED to hold its spring meeting 
with the Southeast Section at Miami, 
Florida on April 17-18. 

g. Enrollment Statistics. The slow- 
ness of some schools in reporting data 
last year and recent correspondence 
with H. H. Armsby were discussed. 
It was agreed there was no excuse for 
lateness and that ECAC would follow- 
up any delinquencies in order to get 
results. It also was agreed the data 
should be published in February. 
The possibility of ECAC distributing 
a preliminary summary of the report 
also was discussed. 

h. ETS, Aptitude Tests. The num- 
ber of requests for such information 
and tests is to be used after the sec- 
ond year of college is increasing. It 
was agreed to ask Dean R. Roy for a 
report of the work of ETS in this gen- 
eral area and to refer the entire prob- 
lem to ECAC for study. 

i. Yearbook Data Card and Nom- 
ination Form. A triple postcard is 
being used, a separate return card for 
each purpose. 

j. Purchase of Equipment. The 
Executive Board VOTED approval of 
the purchase of a 4-drawer file for the 
office of the Secretary and a cardex 
file for the office of the Editor. Pur- 
chase of a postage meter and folding 
machine is being studied. 

k. Office Staff. Almost a complete 
turnover will occur within a few 
weeks, entirely due to the normal 
course of events. 
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1. Copies of Journal for Students. 
Plans have developed for the sale of 
JourNats at the special price of $1.50 
per year (excepting the Yearbook) to 
students participating in faculty-spon- 
sored discussion groups. The Jour- 
NALS will be sent to the sponsor upon 
the receipt of the names of partic- 
ipants and the payment of the re- 
quired amount of money. The CYET 
will seek sponsors and deans will be 
asked to encourage the program. 


Report of the Treasurer, 
John Gammell 


a. Audit. The principal features, 
such as the favorable balance of about 
$6,500.00, were discussed. The audit 
will be published in the Yearbook. 

b. Award Accounts. The separate 


accounts established for each award 
indicate that it costs between $700.00 
and $1,000.00 to administer an award. 
The inadequacy of the receipts for the 


Lamme and Westinghouse awards was 
discussed. It was agreed to refer to 
the Financial Policy Committee a 
study of the nature of the investment 
of the Lamme funds, the type of 
agreement, and the desirability of hav- 
ing the fund invested so as to yield a 
higher return. 

c. Bank Signatures. The Executive 
Board VOTED that the President's 
signature be added to those of the 
Secretary and Treasurer so that in 
case either of those officers were in- 
capacitated the President’s could be 
the second signature on checks; the 
resolution is to be worded to comply 
with the bank requirements. 

d. Investment of Society Funds. 
All Society funds are invested in U. S. 
Government bonds or savings ac- 
counts, as recommended by the Finan- 
cial Policy Committee. An additional 
$10,000.00 has also been deposited, 
$5,000.00 in each of two savings ac- 
counts paying 3% interest; this in- 
cludes the reinvestment of $700.00 of 
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U. S. Government bonds having come 
due in June. 


Reports of Vice Presidents 
a. ECAC, Ralph Morgen 


1. Termination of Engineering Sty. 
dents by Means Other than Gradua. 
tion. The Executive Committee of 
ECAC considered the problem and 
decided that the termination of engi. 
neering students’ careers was no dif. 
ferent than for any other group of stu. 
dents, and that consequently the 
problem should be referred to the 
American Council on Education, It 
was agreed the Secretary should make 
this referral. 

2. Committee Duplication. Since 
the Manpower Committee of ECAC 
is to be continued with a shift in em- 
phasis from students to faculty, since 
loss of faculty is a manpower problem, 
and since there is much duplication of 
personnel between the Society's Loss 
of Faculty to Industry Committee and 
ECAC’s Manpower Committee, it was 
agreed that having the former fune- 
tioning within the framework of the 
latter be given serious consideration 
next year, and that the Chairman of 
the Manpower Committee now be 
named to the Loss of Faculty Com- 
mittee as well. 


b. ECRC. R. J. Woodrow 

1. 1957 Review of Current Re- 
search. It will be available shortly. 

2. Survey of Research Capabilities 
Data were collected during the sun- 
mer according to schedule, and the 
suggestion was made that plans for 
publishing the report should be made 
in the near future. 

3. Overhead Charges in Research 
Contracts. Because overhead charges 
of only 15 per cent were authorized 
by Congress for all research contracts 
of the Department of Health, Educa- 
tion and Welfare, NSF withdrew it 
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plans for approving full overhead 
charges. ECRC is lending its support 
to more favorable action at the next 
session of Congress. 

4, Renewal of Government Con- 
tracts. Because the Federal Govern- 
meat is so near its debt limit, some 
new contracts and contract extensions 
are being withheld by some agencies. 
This is causing difficulties at some in- 
stitutions. 

c. Subject Matter Division, C. A. 

Brown 

1, Annual Meeting Plans. A letter 
following up the fine meeting of chair- 
men at Cornell is ready for mailing. 
This is a joint project of both Division 
Vice Presidents. 

2. Engineering Science Committee. 
The names of interested individuals 
are solicited so that an exploratory 
meeting can be held during the An- 
nual Meeting at Berkeley. 

d. General Divisions, Glenn Murphy 

1. Summer Institute for YETs. Re- 
quests have been received for schedul- 
ing a meeting at Berkeley. It was 
agreed no action should be taken until 
a report of the General Electric sum- 
mer program is studied. 

2. Report of Nuclear Committee. 
The Executive Board VOTED to ap- 
prove the following recommendations 
for Summer Institutes in 1958 and 
their administration by the office of 
the Secretary: 


(a) Three of the general or basic 
type 

(b) Three or four of the advanced 
or specialized type 

(c) One for technical institute fac- 
ulty members 


In most cases it is hoped a univer- 
sity with adequate staff and facilities 
will be cooperating with an AEC in- 
stallation. Present plans are that uni- 
Versities should be able to assume the 
full burden of education of this type 


by 1960, 
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The Executive Board also VOTED 
to authorize the Secretary to negotiate 
with AEC to charge one-quarter of 
his academic salary (plus _propor- 
tionate retirement, disability, and 
workmens’ compensation payments ) 
to the project and that he also nego- 
tiate with the University of Illinois 
for a release from teaching duties for 
an equivalent amount of time. 

3. Fall Meeting of Chairmen. A 
meeting with the appropriate chair- 
men is being planned in conjunction 
with the General Council meeting in 
October. 

e. Western Sections, C. L. Eckel. 
In correspondence with Section offi- 
cers their functioning as an integral 
part of the Society is being stressed. 
Particular items are improved com- 
munication, membership, YET paper 
contest, annual reports, and branch 
activity. 

f. Eastern Sections, R. W. Van 
Houten. Sections are being contacted 
by letter, and points similar to those 
mentioned in 3e, above, are being 
stressed. It was agreed that because 
of the interests of the CYET and the 
past lack of attention to Branches, a 
special meeting of Branch Chairmen 
should be scheduled for the Berkeley 
meeting; the Secretary and Vice Pres- 
ident for General Divisions and Com- 
mittees are to cooperate in the plan- 
ning of this program. 


Report of the Editor, 
E. C. McClintock, Jr. 


a. Expansion of Advertising. About 


500 prospects have been identified and 


divided into six groups. Letters have 
gone out to some and some advertis- 
ing has been sold at the new rates. 
The present rate of income is judged 
to be about twenty per cent above 
last year. Data for submission to 
Standard Rate and Data are com- 
pleted. The real test of the new rates 
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will come in about December when 
most contracts are renewed. 

b. Revision of Publication Schedule. 
Since all opinions sought, including 
the members of the Publication Com- 
mittee and Lancaster Press, indicated 
general approval, the plan of having 
nine regular issues dated October to 
June, inclusive, with the Yearbook- 
Directory a special February 15 issue, 
has been adopted. Comments from 
some advertisers indicated that adver- 
tising in the Yearbook-Directory was 
two to three times as valuable as in 
other issues because of the year-long 
value of the issue. 

c. Change in Responsibility. The 
preparation of data for additions to 
and changes in membership for the 
Yearbook-Directory has been trans- 
ferred to the office of the Secretary so 
that the new Editorial Secretary can 
devote adequate time to the expansion 
of advertising and be more helpful in 


matters pertaining directly to produc- 
tion and editing. 

d. Readership Survey. 
being developed for this new venture. 


Plans are 


Engineers’ Joint Council 


a. Support of TV Program Series. 
The letter ballot “approved in princi- 
ple” included so many comments that 
only a “qualified approval in princi- 
ple” could be given EJC. The com- 
ments generally pertained to quality, 
supervision, and cost. It was agreed 
that Vice Presidents R. W. Van Houten 
and R. L. Wooldridge closely cooper- 
ate with J. I. Mattill (ASEE’s repre- 
sentative on EJC’s Public Relations 
Committee) in protecting ASEE’s in- 
terests in all programs. 

b. Incorporation. Some societies 
are not joining EJC because it has 
only a C6 tax status as compared to 
the C3 tax exempt status of most so- 
cieties. To enable additional societies 
to join and to better protect present 
members, incorporation is being 
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sought. The Executive Board VOTEp 
to adopt the following policy, “It js 
desirable for EJC to incorporate so ag 
to maintain its C6 tax classification 
and absolve member societies from 
impairing their C3 tax status.” It was 
further agreed a copy of this action 
be sent to M. M. Boring, ASEE’s rep- 
resentative on EJC’s Board of Direc. 
tors, and that he and Vice President 
R. J. Woodrow keep the Executive 
Board of ASEE thoroughly informed 
of all developments. 

c. Invitations to Chicago Confer. 
ence on Engineering and Scientific 
Education. It was agreed that all 
deans of engineering be invited by 
EJC, and that the President Lindvall 
send a letter to the President of EJC 
expressing ASEE’s displeasure at be- 
ing omitted from the list of sponsors 
of this national conference, particu- 
larly since ASEE has as its unique 
and primary purpose of existence the 
study of engineering education. 


Other Business 


a. Engineering Science Curricula 
Committee. See Item 3c2. 

b. Proposed Award for Engineering 
Teacher. All information regarding 
the proposal and the costs of other 
awards should be given the Awards 
Committee. 

c. ASEE-ASTM Conference. The 
Secretary reported on an exchange of 
letters in which ASTM suggested the 
possibility of a joint conference on the 
importance of materials in engineer- 
ing. The Secretary was advised as to 
a procedure to follow if the suggestion 
becomes a reality. It also was sug: 
gested that technical institute pro- 
grams of interest to ASTM could be 
developed. 

d. Recommendation to NSF Board. 
The Executive Board VOTED to av 
thorize the president to write a letter 
expressing the Society's support of the 
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appointment to the NSF Board of T. merce version. It was agreed that in 

Keith Glennan and M. P. O’Brien. the next newsletter of ECAC there 
e, Distribution of “Engineering should be an article requesting deans 

Technician.” The request of the Na- _ to purchase copies of ASEE’s booklet 

tional Science Teachers Association to _ for the use of their placement officers 

distribute 11,000 copies of “The Engi- and stating that our Ethics Committee 

neering Technician” to high school is firm in its contention that ASEE’s 

science teachers was referred to the code” is in keeping with a high pro- 

Technical Institute Division for con- fessional status of the engineer and 

sideration. It was agreed the Society should not be “watered down.” 

had no funds to pay for the printing, 

or purchase, and the $440.00 cost Next Meeting 

of distribution. Consequently, hav- a. Executive Board. October 25. 

ing the booklet on the reference list New York City, a 6:30 p.m. dinner 

may be the best that can be done. meeting in the Village Room of Hotel 
f. Recruiting Practices and Pro- Statler. 

cedures. Mention was made of the b. General Council. October 26. 

availability of the U. S. Chamber of New York City, an 8:00 a.m. breakfast 

Commerce’s “Principles and Practices meeting in the Dallas Room of Hotel 

of College Recruiting” and the dissat- Statler. 

isfaction of our Ethics Committee 

with some of the changes made in 

ASEE’s “Recruiting Practices and Pro- W. LeicHron COoLLins 

cedures’ to get the Chamber of Com- Secretary 


Repectfully submitted, 





NOTE TO INDUSTRIAL ENGINEERS 


Last year when the yearbook data cards were mailed “Industrial 
Engineering” was accidentally omitted from the list of “occupational 
fields.” Apologies were extended and immediate amends were 
made by inserting a note on our master copy and in making certain 
“Industrial Engineering” was listed in the occupational fields on the 
back of the membership application blank. But everything didn't 
materialize as planned and, regretfully, this year only “Industrial” 
(with no connection to members in industry) got on this year’s data 
card. Not many “raised cain” with the Office of the Secretary, but 
apparently “cain was raised” within the profession. I can only 
apologize again and say I don’t know how “Engineering” got lost. 
Please rest assured there is no ill will toward the group and, per- 
sonally, I surely do hope the third time will be the charm! 


W. LeicHTron COoLLIns 
Secretary 





VIEWS AND NEWS CONTRIBUTED BY 


Harovp A. Forcxe, Chairman 
University of Notre Dame 


THE AUTOMATION 


wee ee YET-iTupes 


The Young Engineering Teachers 


Rosert D. LaRue, Editor 
Colorado State University 


OF ENGINEERING EDUCATION 


LLOYD B. CRAINE 


Associate Electronics Engineer 


Engineering Experiment Station, State College of Washington, Pullman 


One of the major problems facing 
engineering education is how to teach 
an increasing number of students 
more with a proportionally smaller 
staff. Traditionally, undergraduate 
engineering education has been given 
under a classroom and laboratory sys- 
tem presided over by an instructor. 
Interspersed among the classical ped- 
agogical procedures have been the in- 
structor’s personal efforts at inspiring 
the student to seek knowledge, to 
compete with other students, or to 
avoid being flunked. 

This system has produced outstand- 
ing graduates and engineers, but the 
excellent results obtained have been 
due to the intimate classroom contact 
between student and teacher. Such 
rapport will not exist in the future, 
however, and even now is becoming 
difficult to achieve as the numbers 
and size of classes increase for each 
teacher. We must, therefore, develop 
a new approach to engineering educa- 
tion which retains the essential con- 
tact between a teacher and small 
groups of students, yet provides facil- 
ities for a large enrollment. 

Historically, teaching has been one 
of the oldest professions, and a teacher 


and a group of disciples the essence 
of education. The role of the teacher 
and student has not changed mate. 
rially through the years, although the 
division of labor between teacher and 
student may vary greatly in different 
systems of education. 

The Present 

In our present college system, a 
teacher has a number of tasks to per- 
form during the educational process, 
many of which do not contribute 
greatly to the student’s education. 
The average student’s contribution 
has been a passive response; for many 
students, as well as some teachers, the 
pursuit of knowledge has been an act 
of duty rather than a labor of love 
and devotion. 

If we examine the items of the edu- 
cational process in the same way it- 
dustry would analyze a process to im- 
prove the effectiveness and efficiency 
of production, “a simple expansion of 
the numbers of everything,” so that 
teaching could be done in the “good 
old way,” would not be indicated. 
The heart of the new industrial “Auto- 
mation” is the separation of the routine 
from the creative by an internal sel 
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correcting “feed-back” mechanism. 
To automate education, it will be nec- 
essary to have the teacher retain the 
creative aspects of teaching while 
relegating the routines to others. Re- 
tention of the close personal associa- 
tion between student and_ teacher 
must be the cornerstone of any new 
approach to engineering education. 


Analysis 


An examination of the tasks of 
teacher and student reveals that each 
one has aspects both of creativeness 
and routineness. Some are capable 
of standardization. Engineering edu- 
cation can be automated only by an- 
alyzing each of these tasks for its 
creative and routine content and as- 
siming the tasks to the machine or 
individual best able to do them effi- 
ciently and effectively. Finding other 
wavs to do the routine tasks would 
free the instructor for the often-neg- 
lected creative teaching. 

As a prerequisite, however, stand- 
ardization of certain fundamental un- 
dergraduate courses must be accom- 
plished before specific duties can be 
assigned. Such a program would be 
facilitated if engineers could agree on 
the store of fundamental knowledge 
which is required of an undergradu- 
ate student. 

The “sameness” of many textbooks 
shows that some standardization of 
course content is already taking place. 
Additions to a student’s store of knowl- 
edge would be facilitated if textbooks 
were accompanied by films, demon- 
strations, and operating models for di- 
rect student use. 


The present batch-system by classes 
is inefficient, as the class must be 
paced by the average student. It is 
conceivable, however, that with new 
methods a continuous flow system 
would result, with the student adapt- 
ing his progress to his abilities. 


AUTOMATION OF ENGINEERING EDUCATION 


The New Method 


A first requirement for this system 
would be a standardization of the 
basic science and engineering courses, 
and the preparation of textbooks with 
accompanying film or TV material. 
In addition, a selection of practice 
problems in the use of factual infor- 
mation and_ routine fact-finding 
quizzes would be necessary. Labora- 
tory demonstrations and experimental 
problems would be assigned concur- 
rently with reading material. All 
course content would be designed for 
self-study by the student at his own 
pace, and wouid of course include the 
use of a film library. 

A data-processing and computing 
center would be needed to examine 
the student’s routine practice prob- 
lems and examinations and to deliver 
the results to the instructor. The cen- 
ter would not analyze just the answers 
but also the procedure used, even if 
one of several methods or assumptions 
was selected by the student. Individ- 
ual counseling of the particular diffi- 
culties of each student would be done 
by the instructor. 

Many of the administrative, record- 
keeping, and secretarial duties which 
chain an instructor to hours of unre- 
warding labor could be handled by 
secretarial-personnel using the proc- 
essing and computing center. It 
should be realized more generally that 
each instructor is a group supervisor, 
and as such requires the same type 
of service personnel as a supervisor in 
industry: many of industry’s adminis- 
trative tasks, including those involv- 
ing routine decisions, are done by 
machine. A staff of technicians to 
perform maintenance, new construc- 
tion, and general housekeeping duties 
should also be established. 

Once these tasks have been elim- 
inated, the teacher is free to meet 
with groups of students at scheduled 
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intervals for discussions of points in Conclusions 
question, injection of new ideas, local 
examples or applications, the study 
and analysis of specific cases of im- 
mediate interest, and generally to use 
the factual information gained by the 
student for self-study toward the crea- 
tive analysis of complete engineering 
problems at appropriate levels. 

The teacher would then truly be- 
come the leader, pointing the way to 
new discoveries in many fields and creative tasks to the teacher will 
demonstrating the necessity for inte- | strengthen the real bulwark of engi. 
grated thinking on problems. The neering education, the intimate per- 





In such a system, the responsibility 
for attendance, interest, alertness, in- 
quisitiveness, and activity would be 
returned to the student, where it be. 
longs. Such a system might seem to 
take away most of the present duties 
of teachers, but this has been shown 
to be necessary. The reduction of the 
routine chores and the allocation of 
















keynote is “help yourself to knowl- sonal contact between student and 
edge” with the teacher making the — teacher which will be gravely threat. 
material “live.” ened in years to come. 









NSF URGES RESPECT AND UNDERSTANDING 
OF SCIENTIFIC ENDEAVOR 







The National Science Board, 24-member governing body of the 
National Science Foundation, made the following comments on 
Soviet space exploration: 

The significance of the Soviet accomplishment in exploring outer 
space has been considered at length by the National Science Board 
of the National Science Foundation. The Board regarded this as 
a great scientific and technical achievement and urged that it be 
recognized as such. The Board further considered it an impressive 
demonstration of the strong position of Russian science and 
education. 

This event is dramatic evidence of the rapidly accelerating pace 
in the advance of science and technology. As such it challenges 
this Nation’s determination to strengthen its present scientific posi- 
tion and to make provision for future scientific progress. 

The Board urges that both short and long range steps be taken 
continually to improve our scientific position. 

For the short term, the Nation should utilize its scientists and 
engineers even more effectively, support their efforts better, and 
select more wisely and with greater discrimination among the many 
things which our Nation wants and needs. 

We must recognize that our Nation’s future rests in major degree 
upon the soundness of our system of education and our people's 
respect for scientific endeavor, based upon an understanding of its 
importance in the modern world. 
































ELECTRICAL ENGINEERING DIVISION 


NEWSLETTER 


The officers of the Division met im- 
mediately following the annual busi- 
ness meeting at Cornell last June to 
discuss and plan activities for the 
coming year. A second meeting was 
held in Chicago in early October. 
This newsletter represents in part a 
brief summary of these plans. 


l. The publication of a periodic 
newsletter was considered. It was 
felt that in view of the difficulty of 
identifying completely the members 
of the Division, contact could best be 
made through the JournaL. This pro- 
cedure was further justified on the 
basis of relative cost. A second “is- 
sue” will appear shortly before the an- 
nual meeting. 

2. The program for the next annual 
meeting was planned in outline form. 
Without breakdown, the program is 
expected to follow this pattern: 


a) Monday evening—Informal get- 
together of division members 

b) Tuesday afternoon—E.E. Ses- 
sion—Methods of Teaching 
Electrical Engineering to Un- 
dergraduates 

c) Wednesday noon—Joint lunch- 
eon (tentative ) 

d) Wednesday afternoon—E.E. Ses- 
sion—Physics in the E.E. Cur- 
riculum 

e) Thursday noon—E.E. 
Business Luncheon 


Division 


f) Thursday afternoon—Joint ses- 
sion with M.E. Division and 
others on Heat Transfer and 
Thermodynamics 


3. The matter of an Electrical En- 
gineering Summer School in conjunc- 
tion with the annual meeting was con- 
sidered. This will be given further 
consideration, though no plans are be- 
ing made to include one this summer. 

4. A Nominating Committee has 
been selected with Dr. S. Reid War- 
ren, Jr. ( Asst. Vice-President, Univer- 
sity of Pennsylvania, Philadelphia, 
Pa.) as Chairman. 

The officers of the Division felt that 
this Nominating Committee should 
have the benefit of suggestions from 
the membership in submitting its slate 
of officers. Further, it was proposed 
that two names be presented on this 
slate for the office of Secretary. Since 
it has been general practice, for the 
sake of continuity, for the officers to 
progress toward the chairmanship, the 
Committee may, as in the past, pre- 
sent only one name for each of the 
other two offices. They will, however, 
welcome suggestions in this direction. 
These should reach the Chairman of 
the Committee by January 15. 

5. Division members are requested 
to contact the officers of the Division 
concerning suggestions for future pro- 
grams, activities and operation of the 
Division, and any other pertinent 
matters. 


OFFICERS OF THE DIVISION 


Chairman 


PROFESSOR J. STUART JOHNSON 


Dean of Enginering 
Wayne State University 
Detroit, Michigan 
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Vice-Chairman Proressor Austin V. EASTMAN 
Professor and Executive Officer 
Department of Electrical Engg. 
University of Washington 
Seattle, Washington 

Secretary PROFESSOR JAMES H. MULLIGAN, Jr. 


Chairman, Department of Electrical Engg. 


New York University 
New York 52, New York 
Representative Proressorn SAMUEL SEELY 


on General Chairman, Department of Electrical Engg, 


Council Case Institute of Technology 
(1957-59 ) Cleveland, Ohio 





FIELD AND FUNCTION OF ECPD 


The following paragraph is quoted from a Preliminary Report 
of the Planning Committee of ECPD because it so aptly gives a 
clear picture of ECPD’s entire area of activity. One is prone to 
think only of accreditation, but that is only one aspect of ECPD’s 
efforts. 

The geographical area in which ECPD operates is the United 
States and Canada. All its activities except the accreditation of 
engineering curricula apply to both countries. ECPD does not 
accredit Canadian curricula. ECPD has to do with the develop- 
ment of the individual engineer rather than with engineers in 
groups or with engineering as a whole. Its objective is to aid the 
individual to become a competent engineer dedicated to the public 
welfare. To attain its objective, ECPD attempts to reach the poten- 
tial engineering student in the secondary school as early as the 
eighth and ninth grades and follow him through his education and 
experience to the stage where he has attained sufficient stature to 
become a registered engineer under the various state registration 
laws and is eligible for election to the full or corporate membership 
of his engineering society. This activity covers, for the individual, 
the formative period of his career. The present ECPD program for 
accomplishing this might be summarized as follows: ECPD guides 
the high school student into the engineering college; sees to it that 
the engineering student obtains a sound education in both curricular 
and extra-curricula areas, and helps the young engineer through the 
first years of practice. All this is done within a framework of sound 
professional ethics and attitudes. 





Teaching Tip— 


ELLIPTIC-TYPE CLOSED CURVES USEFUL 
IN ENGINEERING MECHANICS 


Elliptic-type curves. 








Unsymmetrical elliptic-type volume 


of revolution. 








WILL J. WORLEY 


Associate Professor of Theoretical 
and Applied Mechanics, 
University of Illinois 


Our age of streamlined geometric 
shapes for guided missiles, airplanes, 
submarines, automobiles, and even 
fountain pens can be brought into the 
engineering mechanics classroom with 
the aid of elliptic type closed curves. 
These curves lend themselves to a 
wide range of interesting as well as 
aerodynamically and hydrodynam- 
ically useful engineering shapes. The 
student who has exhausted his interest 
in spheres rolling down an inclined 
plane may find a new stimulus in roll- 
ing ellipsoids of revolution down the 
plane. 

While the following curves were 
studied for a different engineering 
purpose, they none the less can be 
used to enlarge the realm of the stu- 
dent’s thinking. 

The elliptic-type closed curves rep- 
resented by the equations 


include many of the areas and vol- 
umes normally encountered in engi- 
neering. Among the special cases of 
Eq. (1) are the diamond, the circle, 
the ellipse, and the rectangle, which 
lead to the cone, the sphere, the 
ellipsoid, and the cylinder when the 
areas are revolved to generate vol- 
umes. The volumes represented by 
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Eq. (2) include a double rectangular 
pyramid, an ellipsoid, and a right 
parallelepiped, among others. 

The equations have been developed 
and a complete discussion is avail- 
able * for the areas, centroids, and 
moments of inertia of the area as well 
as the equations for the volumes of 
revolution, centroids of volumes of 
revolution and moment of inertia of 
volumes of revolution for Eq. (1). 

In addition, the equations for the 
volumes, centroids of volumes and 


* “Elliptic-Type Closed Curves,” by Will 
J. Worley and Fred D. Breuer, Product En- 
gineering, Vol. 27, No. 8, Aug. 1957, pp. 
141-144. 
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moments of inertia of volumes have 
been developed for Eq. (2). These 
equations are expressed in terms of g 
b, c, a, 8, and y using Gamma func. 
tions to evaluate a particular equation, 

They offer the advantage of includ. 
ing the dynamic characteristics of g 
variety of useful shapes in compact 
form. 

The shapes of some of the possible 
plane curves defined by Eq. (1) are 
shown in Figure 1. A volume of 
revolution appears in Figure 2; « > 1, 
8 <1 for positive values of x while 
a > 1, B > 1 for negative values of x, 
A more general volume described by 
Eq. (2) is displayed in Figure 3. 








INTERNATIONAL SURVEY OF 
ENGINEERING EDUCATION 


The EUSEC Third Conference on Engineering Education, at- 








































tended by delegates from the engineering societies of the United 
States and Western Europe, met in Paris September 16 through 20. 
This country was represented by H. H. Armsby, U. S. Office of 
Education; M. M. Boring, General Electric Company; Harold L. 
Hazen, Massachusetts Institute of Technology; and Thorndike 
Saville, New York University. 

Devoted to the exchange of ideas and information, the program 
was developed around questions of method, requirements, and cur- 
ricula as practiced in the participating countries. Discussion topics 
included: general education before admission to engineering schools 
of university level; selection for admission to engineering schools 
at university level; university-level instruction; practical training be- 
fore, during, and after engineering studies; and criteria for profes- 
sional recognition. 

A special U. S. A. contribution to the international conference 
was a bound edition of the American reports on each topic, includ- 
ing all diagrams and charts to be presented, and a foreword by 
Thorndike Saville. The general report on professional criteria in 
all member countries, assigned to Dean Saville, is reproduced in 
full. The volume was prepared by the American delegates, who 
are appointed by ECPD at the request of the five member societies, 
and was published for ECPD by The American Society of Mechan- 
ical Engineers. Societies participating in USEC are A.S.C.E., 
A.LM.E., A.LE.E., and A.I. Ch. E. 





AN ENGINEER’S LIBRARY 


Guide to the Profession .. . 


This descriptive bibliography was compiled by the Committee on 
Selection and Guidance of the Engineering College Administrative Coun- 
cil as a “Dean’s List” of recommended reading for engineering students. 
Preliminary arrangements have been made with the Engineering Libraries 
Committee of ASEE for possibly supplementing the basic list and pre- 
paring other special bibliographies of interest to the membership of ASEE 


Cohen, I. Bernard. Science, Servant 

of Man; a layman’s primer for the 
age of science. Little, Brown and 
Co., 1948. 
A well-written account of the be- 
ginnings and development of scien- 
tific research which have resulted 
in benefits for modern man. In 
many cases, the research began 
merely with a desire “to add to the 
sum of human knowledge.” The 
point made by the author is that 
pure scientific investigation does 
pay off and adds to the comfort and 
well being of mankind. Also, it is 
pointed out that new developments 
are derived from and built upon 
the contributions of many scientific 
research workers. 


Cressy, Edward. A Hundred Years of 
Mechanical Engineering. Macmil- 
lan, 1937. 

A review of a century of progress 
in mechanical engineering divided 
into three parts; the production and 
distribution of power; materials and 
processes; and applications of power. 


Cross, Hardy. Engineers and Ivory 
Towers; edited and arranged by 
Robert C. Goodpasture. Ist ed. 
McGraw-Hill, 1952. 

“In the framework of this philo- 
sophical book you will find many 
sound views expressed which will 
go far to clarify some of the hazy 
thinking about what an engineer is 
and how he is to be educated. . . . 
Qualifies as recommended reading 
for high school students contemplat- 


ing an engineering career, engineer- 
ing students, educators, practicing 
engineers, and perhaps some who 
only think they are engineers.” En- 
gineering and Mining Journal, vol. 
153, p. 165, 1952. 


Dampier, W.C. A History of Science 


and Its Relations with Philosophy 
and Religion. 4th ed. Cambridge 
University Press, 1948. 

A general outline of scientific ad- 
vance and the evolution of scientific 
thought. The philosophical reflec- 
tions on the relation of science to 
life and religion lead to the conclu- 
sion science can never resolve the 
mysteries of existence. 


Dunlap, Orrin Elmer. Radio's 100 


Men of Science; biographical narra- 
tives of pathfinders in electronics 
and television. Harper, 1944. 

A history of radio told through the 
lives of 100 men who have experi- 
mented in radio, electronics, and 
electricity. The lives are chrono- 
logically arranged, beginning with 
Thales of Miletus, in the sixth cen- 
tury B. C. The non-technical sum- 
mary of each man’s contribution 
makes the book of value for refer- 
ence purposes. 


Finch, James Kip. Engineering and 


Western Civilization. McGraw- 


Hill, 1951. 

The history of fifty centuries of en- 
gineering against the backdrop of 
evolving Western civilization. Re- 
lates engineering advances to social 
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and economic conditions in an ef- 
fort to provide a guide for future 
progress. 


Fleming, Arthur Percy Morris, and H. 
J. Brocklehurst. A History of Engi- 
neering. London, A. & C. Black, 
Ltd., 1925. 

Examination reveals that in every 
age, engineering in some form is 
one of the means by which civiliza- 
tion has been advanced. In this 
book, an effort is made to put engi- 
neering advances in perspective 
relative to the period of which 
those advances were a part. 


Forbes, Robert James. Man, the 
Maker; a history of technology and 
engineering. Schuman, 1950. 
The preface states that this is the 
story of man’s accomplishments in 
the field of discovery, inventions, 
and engineering from prehistoric 
times to the present day. It is 
limited to such subjects as power 
resources, transportation and com- 
munication, metallurgy, — textiles, 
glass, chemical technology, and cer- 
tain aspects of civil engineering. 


Gregory, John Walter. The Story of 
the Road, from the Beginning to the 
Present Day. 2nd ed. London, A. 
& C. Black, 1938. 

Roman roads tying together an em- 
pire, Chinese roads with many turns 
to confuse evil spirits, and modern 
roads as arteries for modern civiliza- 
tion are all considered in this book. 
Methods of construction and future 
development of modern roads are 
also described. 


Grinter, Linton Elias, and others. En- 
gineering Preview; an introduction 
to engineering, including the neces- 
sary review of science and mathe- 


matics. Macmillan, 1945. 


“Designed to open the field of engi- 
neering to anyone who has the de- 
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termination to master the subject 
. . can be studied most effectively 
in the senior year in high school or 
the freshman year in college, . , . 
Since each author has written 
widely in his own field, the book 
brings the mature experience of 
seven technical writers together to 
bear upon the reader’s problem of 
developing a proper background 
for professional engineering study.” 
Preface. 


Hawkins, Lawrence A. Adventure 
Into The Unknown. Morrow, 1950, 
The story of the first fifty years of 
the General Electric Research Lab- 
oratory. Written for the laymen, 
the volume includes anecdotes 
about many of the scientists who 
were and are associated with the 
laboratory. 


Hodgins, Eric, and Magoun, F. Alex- 
ander. Behemoth; the story of 
power. Doubleday, Doran. 1932. 
An account of the inventions and 
discoveries in the field of power de- 
velopment and application that 
have moved our civilization for- 
ward from the earliest days when 
muscles of the human body were 
the only source of power. 


Holmstrom, John Edwin. Records 
and Research in Engineering and 
Industrial Science; a guide to the 
sources, processing, and store-keep- 
ing of technical knowledge, with a 
chapter on translating. 2nd ed. 
rev. and cnl. Chapman, 1947. 


Presents some general ideas on the 
merits of technical research and 
something of the agencies engaged 
therein. More specifically is con- 
cerned with the pursuit and appli- 
cation of information in print, and 
with this in mind, the author out- 
lines some of the procedures in the 
approach to technical literature, the 
use of libraries and certain refer 
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ence aids, indexing, and principles 
of translation. 


Hoover, Theodore Jesse, and Fish, J. 
C.L. The Engineering Profession. 
Ind ed. Stanford University Press, 
1950. 

A discussion of the nature of engi- 
neering as a profession, a descrip- 
tion of various aspects of engineer- 
ing, and an objective consideration 
of qualifications for the profession. 
A guidebook to engineering for 
those contemplating entering the 


field. 


Kimball, Dexter S. 
McGraw-Hill, 1953. 
The recollections of a well known 
mechanical engineer and educator 
whose long life closely parallels the 
developments in his special field 
as well as the industrial growth of 
this country. 


I Remember. 


Kirby, Richard Shelton, and Laurson, 

Philip Gustave. Early Years of 
Modern Civil Engineering. Yale. 
1932. 
The story of civil engineering ad- 
vances from the eighteenth century 
to the present day, told primarily 
through the achievements of pio- 
neers in the field. Includes devel- 
opments in surveying, canals, high- 
ways, railroads, bridges, tunnels 
and subways, water works and wa- 
ter power, sewers, and river and 
harbor work. 


Ley, Willy. Engineers’ Dreams; dia- 
grams and maps by Willy Ley; il- 
lustrated by Isami Kashiwagi. Vik- 
ing, 1954. 


Kirkus says: “Round-up of plans en- 
gineers have made but have never 
carried out for political or financial 
reasons, through the last century 
and a half. To mention a few, there 
are: sea-drome islands for trans- 
ocean air refueling stations; a tun- 
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nel under the English Channel; ir- 
rigation of the Jordan River Valley; 
harnessing power from the sun; the 
refilling of Lake Chad in Africa.” 


McGuire, John Gilbert, and Barlow, 


Howard W. An Introduction to 
the Engineering Profession; con- 
cerning engineering orientation and 
engineering problems. 2nd _ ed. 
Addison-Wesley Press, 1951. 

For high school students contem- 
plating a career in engineering. 
Discusses briefly the profession and 
major fields of engineering, the sup- 
porting studies, how the engineer 
solves problems, the sliderule, log- 
arithms, and mechanics. Includes 
a number of illustrative problems. 


Mees, Charles Edward Kenneth, with 


the cooperation of J. R. Baker. The 
Path of Science. Wiley, 1946. 

An excellent book touching on the 
growth of civilization and discuss- 
ing the development of the scientific 
method, the growth of physical and 
chemical knowledge, applied sci- 
ence and industrial research, and 
the path of science in its relation 
to human society. Dr. Baker con- 
tributes a chapter on “The growth 
of biological ideas.” 


Miller, John Anderson. Master Build- 


ers of Sixty Centuries. Appleton- 
Century, 1938. 

An informal account of some of the 
world’s most impressive engineering 
feats, beginning with the great pyr- 
amid and ending with the Panama 
Canal. The style of presentation is 
nontechnical. 


Mills, John. The Engineer in Society. 


New York, D. Van Nostrand, 1946. 
The author, a veteran engineer, be- 
lieves that much in the world could 
be improved with an engineering- 
scientific approach, therefore he 
urges more participation in govern- 
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ment by men in the engineering 
profession. Considers the kind of 
men and their aptitudes who engi- 
neering profession needs. 


Montgomery, Elizabeth Rider. Story 
Behind Great Inventions. Rev. ed. 
Dodd, 1953. 

The first edition appeared in 1944. 
The 1953 edition brings it up to 
date. New chapters on the A-bomb 
and H-bomb have been added. The 
contents include: Printing for poor 
people, line o’type; when wireless 
became radio; movies don’t move; 
cotton cleaner; eye that never 
sleeps; glass that is not glass; bed- 
rooms on wheels; quantity cars; 
Fulton’s folly; sun on earth; general 
bibliography. 


O’Neill, John Joseph. You And the 
Universe; what science reveals. 
Ives Washburn, Inc., 1946. 

“A panoramic review for the lay- 
men of recent developments in 
many fields of scientific research. 
Each chapter is comprised of ar- 
ticles selected from those published 
during the past ten years in the 
New York Herald Tribune, of which 
the author is Science Editor.” 
Hawkins, R. R., ed. Scientific, 
medical and technical books 1945- 
1948. National Research Council, 


1950. P. 3. 


O’Néeill, John Joseph. Engineering 
the New Age. Ives Washburn, 
1949. 

A challenge to engineers to take the 
initiative in long range planning— 
whether it be in urban design or 
flood control, in order that errors 
of the past might not be repeated. 
The author is science editor of the 
New York Herald Tribune. 


Pupin, Michael Idvorsky. From Im- 
migrant to Inventor. Scribner, 1923. 


An autobiography of a Serbian im- 
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migrant to this country who be. 
came a teacher and a scientist of 
high achievement. The main ob. 
ject of the narrative “has been to 
describe the rise of idealism jp 
American science, and particularly 
in physical sciences and related jp- 
dustries.” The work has real liter. 
ary quality, and is an absorbing 
account of the Americanization of 
an immigrant. 


Reck, Franklin M. The Dilworth 
Story. McGraw-Hill, 1954. 
The biography of the man who is 
generally credited with putting to- 
gether the first successful Diesel 
high-speed passenger locomotive 
and presiding over the creation of 
the first Deisel freight locomotive, 
It tells the whole story of how 
Richard Dilworth, without any for- 
mal schooling, rose to become a top 
engineer and the developer of the 
Diesel. 


Redman, Lawrence Vincent, and 
Morey, A. V. H. The Romance of 
Research. Appleton-Century, 1933, 
Research is defined by the authors 
as a “systematized effort to gain 
new knowledge.” The book de- 
scribes methods of scientific re- 
search as they have been refined 
through the centuries, and seeks to 
impress on the reader the impor- 
tance of research as an essential of 
progress. 

Steinman, David B. Builders of the 


Bridge; the story of John Roebling 
and his son. Rev. ed. Harcourt. 


A fascinating and informative biog- 
raphy of the builders of the Niagara, 
Cincinnati, and Brooklyn bridges. 
The narrative depicts the dramatic 
aspects of the engineering profes- 
sion and provides a wealth of bridge 
lore. 
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Straub, Hans. A History of Civil En- clocks, water-wheels, windmills, ma- 
gineering; an outline from ancient chine tools, textiles, printing, and 
to modern times. London, L. Hill, power production. 


1952. Williams, Clement Clarence. Build- 
Translated from the German, this ing An Engineering Career. 2nd 
volume is a well balanced survey ed. McGraw-Hill, 1946. 

of the evolution of civil engineering 
from its origins—traditional build- 
ing craft and exact science. The 
synthesis of these twin origins is the 
story of modern civil engineering. 
A number of informative illustra- 
tions supplement the well written 
text. 


A survey of the scope of the several 
divisions of engineering, coupled 
with chapters on objectives of engi- 
neering education and information 
on how to study engineering. The 
final section of the book is devoted 
to achievements in the major engi- 
neering fields. 


Usher, Abbott Payson. A History of Yost, Edna. Modern American Engi- 

Mechanical Inventions. Rev. ed. neers. Lippincott. 1952. 

Harvard University Press, 1954. Biographies of twelve engineers 
Discusses the significance of tech- that should provide the reader with 
nology, and the processes of inven- some concept of the scope of the 
tion, and traces, from the earliest profession and serve as an introduc- 
records, the development of inven- tion to the nature of some of the 
tion in certain fields, including divisions of engineering. 





AEC TO PUBLISH NUCLEAR 
ENGINEERING DATA 


The publishing of a NUCLEAR ENGINEERING SERIES, 
undertaken to serve industry and education, has recently been 
announced by the Director of Information Services for the U. S. 
Atomic Energy Commission. Through this series, the Commission 
hopes to organize, chiefly for engineers, the vast technical informa- 
tion generated in the extensive nuclear research and development 
programs of the government. 

One of the first volumes to appear in this series is a 233-page, 
illustrated edition entitled, Experimental Boiling Water Reactor. 
The book deals with the research reactor constructed at Argonne 
National Laboratory. 

Forthcoming volumes include, Atomic Energy Facts, Neutron 
and Gamma Irradiation Facilities, and Hot Laboratory Equipment. 
The books in this series are paper-bound and can be purchased 
from the superintendent of Documents, U. S. Government Printing 
Office, Washington 25, D. C. 





NEW MEMBERS OF ASEE 


As of October 11, 1957 


Anvuya, Arjan D., Lecturer in Electrical 
Engineering, The City College of New 
York, New York 33. William T. Hunt, 
Jr., C. Froehlick. 

ANDERWALD, Cart J., Associate in Edu- 
cation Department, University of the 
State of New York, Albany. H. 
Walter Shaw, Jeanne Miller. 

Bo.Le, Donatp M., Instructor in Elec- 
trical Engineering, Purdue University, 
West Lafayette, Ind. Paul F. Chenea, 
John E. Gibson. 

BowniL., Swwney A., Assistant Professor 
of Electrical Engineering, Pennsyl- 
vania State University, University 
Park. Francis T. Hall, Jr, A. H. 
Waynick. 

BuzzeLt, JAMEs C., Jr., Instructor in 
Engineering Graphics, University of 
Maine, Orono. Claude Z. Westfall, 
Ernest R. Deidhaas. Divisional Inter- 
est: Eng. Dr.; C. E. 


CALLAHAN, CHARLES J., Instructor in 
Mathematics and Science, Lain Tech- 


nical Institute, Indianapolis, Ind. 
Thalma J. Lain, R. E. Langston. Di- 
visional Interest: Tech. Inst.; Math.; 
Physics. 

CHANCE, WILLIAM W., Associate Pro- 
fessor of Humanities and Social Stud- 
ies, The Montana School of Mines, 
Butte. W. Clifford Laity, Koehler 
Stout. 

CurpMan, Rosert A., Professor of Elec- 
tronics Electrical Engineering, Univer- 
sity of Toledo, Toledo, Ohio. W. 
Sherman Smith, E. W. Weave, Jr. 

Cioucu, Ricwarp H., Associate Profes- 
sor of Civil Engineering, University 
of New Mexico, Albuquerque. W. C. 
Wagner, Richard G. Huzarski. 

Coo.rey, Coivin C., Assistant Professor 
of Engineering Drawing, University of 
Detroit, Detroit, Mich. H. C. Gudeb- 
ski, Leon S. Kowalezyk. 

Dovucias, CLARENCE J., Associate Pro- 
fessor of Civil Engineering, Norwich 
University, Northfield, Vt. J. D. Strong, 
L. M. Laushey. 

FeLLows, Doucias M., Administrative 
Director, Ward School of Electronics, 


University of Hartford, Hartford 
Conn. Leo F. Smith, Earle M. More. 
cock. Divisional Interest: Admin. 
Educ.; Electronics; Tech. Inst. 

Harcourt, Bernarp C., Instructor jn 
Engineering, Lowell Technological In. 
stitute, Lowell, Mass. Maurice E. 
Gelinas, James A. Irvine. 

Hyman, Harris, Instructor in Engineer. 
ing Drawing, New York University. 
University Heights, New York 53, 
Irwin Wladaver, L. O. Johnson. 

Hassett, Horace P., Jr., Assistant Pro. 
fessor of Industrial Engineering, Uni- 
versity of Tennessee, Knoxville. Robert 
M. LaForge, Howard P. Emerson, 
Divisional Interest: I. E. 

Hawry, Henry J., Instructor in Tech- 
nical Drawing, Illinois Institute of 
Technology, Chicago. J. T. Dygdon, 
R. O. Loving. Divisional Interest: 
Eng. Dr. 

Horus, ArtTHuR J., Instructor in Elec- 
trical Engineering, Purdue University, 
West Lafayette, Ind. Paul F. Chenea, 
Fritz J. Friedlaender. 

Hussonc, Howarp L., Instructor in In- 
dustrial Technology, Lain Technical 
Institute, Indianapolis, Ind. Thelma 
J. Lain, R. E. Langston. Divisional 
Interest: Tech. Inst.; I. E. 

INMAN, Rosert M., Teaching Assistant 
in Engineering, University of Califor. 
nia, Los Angeles. L. L. Grandi, Ellis 
F. King. Divisional Interest: Aeron., 
Aero. E.; M. E. 

IsBELL, Ropert L., Assistant Professor 
of Mechanical Engineering, Valparaiso 
University, Valparaiso, Ind. Warren]. 
Luzadder, Herman C. Hesse. 

Kinc, Davin L., Instructor of Architec- 
ture, Lain Technical Institute, Indiana- 
polis, Ind. Thelma J. Lain, R. EB. 
Langston. Divisional Interest: Tech. 
Inst.; Arch. 

KoepsELL, Paut L., Assistant Professor 
of Civil Engineering, South Dakota 
State College, College Station. Jack 
S. Petersen, Emory E. Johnson. 

LESCARBEAU, RoLanp F., Director of 
Training, Ward School of Electronics, 
Hartford, Conn. Leo F. Smith, Earle 
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NEW MEMBERS OF ASEE 


M. Morecock. Divisional Interest: 
Admin. Educ.; Tech. Inst. 

Licut, KenNetH F., Instructor in Me- 
chanical Engineering, Michigan Col- 
lege of Mines and Technology, Hough- 
ton. Jean A. Anderson, Chester Foster. 

\EDFORD, Rospert C., Instructor in En- 
gineering Drawing, University of De- 
troit, Detroit, Mich. H. Gudebski, 
Leon S. Kowalezyk. 

MentzeR, JOHN R., Professor of Engi- 
neering Science, Pennsylvania State 
University, University Park. H. I. 
Tarpley, Francis Hall, Jr. 

Mutter, Ropert F., Instructor in Indus- 
trial Engineering, The Ohio State Uni- 
versity, Columbus. Thomas H. Rock- 
well, David F. Baker. Divisional In- 
terest: I. E.; Math. 

Murpny, Ricwarp S., Instructor in Civil 
Engineering, Southern Methodist Uni- 
versity, Dallas, Tex. I. W. Santry, Jr., 
Sophus Thompson. Divisional Inter- 
est: C. E. 

NiepNaAGEL, ROLAND E., Instructor-Field 
Registrar, Lain Technical Institute 
Evansville, Ind. Thelma J. Lain, R. 
E. Langston. Divisional Interest: 
Tech. Inst.; I. E. 

ParkHurst, IrA A., Instructor in Indus- 
trial Technology, Lain Technical Insti- 
tute, Evansville, Ind. Thelma J. Lain, 
R. E. Langston. Divisional Interest: 
Tech. Inst.; Eng. Dr. 

Parsons, JouN W., Director of Employee 
Relations, McGill Manufacturing Com- 
pany, Inc., Valparaiso, Ind. G. W. 
Bergren, ED. Clark. 

PearsaALL, SAM H., Instructor in Elec- 
trical Engineering, Vanderbilt Univer- 
sity, Nashville, Tenn. F. J. Lewis, 
P. E. Dicker. 

PLonseY, Rosert, Assistant Professor of 
Electrical Engineering, Case Institute 
of Technology, Cleveland, Ohio. 
Samuel Seely, Beaumont Davison. 
Divisional Interest: E. E. 

RANKIN, JouN R., JR., Assistant Professor 
ot Electrical Engineering, Rutgers Uni- 
versity, New Brunswick, N. J. Samuel 
Sailor, Paul P. Rice. 

Rircuey, Joun A., Associate Professor of 
Industrial Engineering, Purdue Uni- 
versity, West Lafayette, Ind. J. H. 
Greene, Halsey F. Owen. 


Roprnson, Donatp W., Dean of Stu- 
dents, Indiana Technical College, Fort 
Wayne, Ind. Robert C. Ruhl, C. A. 
Overholt. Divisional Interest: Admin. 
Educ.; Psych. 

Ruse, Georce B., Instructor in Elec- 
trical Engineering, Rutgers University, 
New Brunswick, ,N. J. John P. New- 
ton, Samuel Sailor. Divisional Inter- 
est: E. E. 

SaBTo-AGAMI, JAacosp C., Lecturer in 
Electrical Engineering, City College of 
New York, New York. Egon Brenner, 
Vincent Deltoro. 

SHANDLEY, Paut D., Assistant Professor 
of Physics, Michigan College of Min- 
ing and Technology, Houghton. Robert 
A. Janke, Chester J. Pratt. 

SHOCKLEY, CLypDE A., JR., Instructor in 
Applied Mechanics, University of 
Wichita, Wichita, Kan. Everett L. 
Cook, Loring O. Hanson. Divisional 
Interest: Mech. and Mat.; C. E. 

Stusss, Haroup L., Professor of Mathe- 
matics, Northeastern University, Bos- 
ton, Mass. Wililam T. Alexander, 
Joseph Spear. 

THIELHELM, HaroLtp W., Supervisor, 
Technical Services in Engineering, 
Arabian American Oil 
Dhahran, Saudi Arabia. 


Company, 

Harry R. 
Snyder, Boris W. Boguslavsky. 

TRUHN, KENNETH W., Project Engineer, 
Sr. in Engineering, Scintilla Division, 
Bendix Aviation Corporation, Unadilla, 


N. Y. C. C. Tyrrell, L. J. Sitterlee. 
Divisional Interest: Admin. Ind.; Co- 
ord. of Coop. Engineering; G. E.; En. 
Dr. 

WaLTER, ELMER A., Instructor in Geol- 
ogy, St. Louis University, St. Louis, 
Mo. Victor J. Blum, Victor T. Allen. 
Divisional Interest: Mineral Tech.: 
Human.-Soc. Stud. 

Warp, Harry C., Instructor in Engi- 
neering Graphics, Tufts University, 
Medford, Mass. Perry H. Hill, Jr., 
Arthur W. Leighton. Divisional In- 
terest: Eng. Dr.; M. E. 

WARNER, CHARLES H., Instructor in Me- 
chanical Engineering, West Virginia 
University, Morgantown. R. D. Slon- 
neger, H. M. Cather. Divisional In- 
terest: M. E. 
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Wetcu, Wa.TER R., Associate Editor, William K. Stair. Divisional Interest. 
Engineering Books, Prentice-Hall, Inc., M. E.; Mech. and Mat. 
Englewood Cliffs, N. J. R. Frank ZIEHN, Rosert S., Instructor in Chem. 
Bitner, E. C. Jordan. Divisional In- istry and Physics, Chicago Technical 
terest: Admin. Ind. College, 2000 S. Michigan Avenue, 
Witson, BayNarp, Assistant Professor Chicago 16, Ill. L. G. Morey, H. B. 
of Applied Mechanics, University of Knudsen. Divisional Interest: Phys. 
Kansas, Lawrence. Kenneth C., ics; Chem. 
Deemer, Kenneth H. Lenzen. 50 new members 
Wixson, CLEMENT C., Instructor in Me- 150 previously added 
chanical Engineering, University of —— 
Tennessee, Knoxville. J. Mack Tucker, 200 new members this year 





SUMMER INSTITUTES ON NUCLEAR ENERGY 


Professor Leighton Collins, ASEE National Secretary, has an- 
nounced that the jointly sponsored ASEE-AEC Summer Institutes 
on Nuclear Energy will be continued in 1958. 

Present plans include three eight-week institutes of a general 
or basic character, three or four specialized eight-week institutes in 
advanced metallurgy, reactor theory and design, chemical process- 


ing, and instrumentation, and sessions specifically for technical 
institute faculty members. 

The program will be essentially the same as those of previous 
summer institutes. However, it is hoped that qualified engineering 
colleges will participate more actively this year. The joint coopera- 
tion of universities and government facilities will be sought. 

Participants in the program must be on the faculties of engineer- 
ing colleges with one or more curricula accredited by ECPD, or 
be members of the physics, chemical engineering, or mathematics 
staffs of institutions involved in developing educational programs 
for engineers. To finance participation in the institutes, it is ex- 
pected that the employing institutions will contribute one month's 
salary, which will be matched by AEC grant to the university to 
provide two months pay for the attending faculty members. The 
maximum AEC grant any individual applicant will receive is $750. 
In addition, each participant will be paid first-class round-trip rail- 
road fare. 

Applications are available from the Deans of Engineering and 
must be submitted to the Secretary's office in January. 





TEACHING POSITIONS AVAILABLE 


ASSISTANT OR ASSOCIATE PRO- 
fessor-To teach undergraduate courses 
in Aeronautical Engineering and gradu- 
ate courses in propulsion, instrumenta- 
tion, or structures. Industrial and teach- 
ing experience desired. Opportunities 
available for further graduate study, con- 
sulting, and research. Send resume of 
education and experience to: Chairman, 
Department of Aeronautical Engineer- 
ing, Wayne State University, Detroit 2, 
Michigan. 


ELECTRICAL ENGINEERS. ACA- 
demic position combining teaching and 
fundamental experimental research. As- 
sistant Professorship for recent Ph.D. or 
equivalent background, higher rank in 
accord with qualifications. Write D. C. 
Drucker, Chariman, Division of Engi- 
neering, Brown University, Providence 
12, Rhode Island. 


ELECTRICAL ENGINEERING OPEN- 
ings for February and September, 1958. 
Rapidly expanding department, modern 
curriculum Special opportunities to 
continue development of courses and 
laboratory facilities in Network Analysis, 
Electronics and Feedback Control Sys- 
tems. Rank and salary dependent upon 
training and experience; appointments 
possible at rank of professor. Address 
Carl §. Roys, Head, Department of Elec- 
trical Engineering, University of Massa- 
chusetts, Amherst, Mass. 


INSTRUCTORS OF CIVIL ENGI- 
neering to teach courses in Engineering 
Drawing, Descriptive Geometry and Sur- 
veying. February and September 1958. 
Opportunity for graduate work and re- 
search. Good promotion policy. Excel- 
lent opportunity for development. Write 
F, A. Biberstein, Head, Department of 
Civil Engineering, The Catholic Univer- 
sity of America, Washington 17, D. C. 


ASSISTANT AND ASSOCIATE PRO- 
tessors of civil Engineering; one to teach 
undergraduate and graduate structural 


engineering and one to teach in strength, 
properties, and testing of materials. M.S. 
required, P.E. preferred. Rank and 
salary dependent upon qualifications. 
Opportunity for research. Good pro- 
motion policy. Positions Available Feb- 
ruary or September, 1958. Write to F. 
A. Biberstein, Head, Department of Civil 
Engineering, The Catholic University of 
America, Washington 17, D. C. 


ELECTRICAL ENGINEERING IN- 
structor or assistant Professor. M.S. de- 
gree preferred. Salary and rank based 
on education and experience. Send 
resume to Dr. John E. Foster, President, 
New Bedford Institute of Technology, 
New Bedford, Massachusetts. 


ELECTRICAL & MECHANICAL EN- 
gineering. Academic rank and salaries 
open. Opportunities for consulting work 
in addition to teaching if desired. Re- 
cently formed, growing departments. 
Write to the respective departments, Uni- 
versity of Mississippi, University, Mis- 
sissippi. 


MECHANICAL ENGINEERING. 
Open September, 1958. To teach ma- 
chine design and related courses at un- 
dergraduate level and assist in develop- 
ment of graduate program in design. 
M.S. required. Salary open. New facil- 
ities with excellent working conditions. 
Apply to Head of Mechanical Engineer- 
ing, Colorado State 
Collins. 


University, Fort 


PHYSICAL METALLURGY, MATER- 
ials engineering. Well staffed, well 
equipped, and nicely situated, growing 
university. Position in fall, 1958, to ac- 
commodate increasing enrollment. Sal- 
ary based on experience and training. 
Contact Professor W. H. Weaver, Head, 
Mechanical Engineering, University of 
Massachusetts, Amherst, Massachusetts. 
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ESSEX COLLEGE, ASSUMPTION 
University of Windsor, Ontario announces 
faculty openings for: 


Civil Engineers 
Electrical Engineers 
Mechanical Engineers 


Graduate degrees or equivalent preferred, 
teaching experience desirable. Salaries 
open, depending on qualifications. Med- 
ical, Hospital, and Pension plans. An 
appointment in each of these three fields 
for fall of 1958, with further additions 
being made in subsequent years. Write 
Chairman of Staff Committee. 


UNUSUAL OPPORTUNITY FOR A 
young Ph.D., in Electrical Engineering 
Department of an Engineering School 
with dynamic administration. Excep- 
tional opportunity for very rapid ad- 
vancement. Apply to Chairman Clifford 
C. Carr, Electrical Engineering, Pratt 
Institute, Brooklyn 5, New York. 


Vol. 48—No, 


MECHANICAL ENGINEERING FAQs 
ulty needed for courses in thermodynam. 
ics, heat transfer, fluid mechanics, ang 
laboratories. Also electrical engineerj 
faculty needed qualified in power 
neering, basically in the field of circuits 
Someone in electronics could be used, 
Persons should have teaching and indus. 
trial experience. Salary and rank de 
pendent upon degree and experience | 
Positions now open. Apply to Dr, Hik™ 
dred B. Jones, Dean of University, Ohio 
Northern University, Ada, Ohio, 


ELECTRICAL AND MECHANICAE 
Engineering positions open. Teaching — 
assignments are Electric Power, Elem © 
tronics, Mechanical Vibrations, Fluid” 
Mechanics, and other Mechanical Engh 
neering subjects. Salary depends upop 
qualifications. Excellent fringe benefits, 7 
M.S. in Electrical or Mechanical Engey 
neering desired. Applicants with BS 
considered. Write to Earle M. More 
cock, Chairman, Applied Science Dive 
sion, Rochester Institute of Technology, 
Rochester, New York. 





POSTDOCTORAL AID IN STATISTICS 


The Department of Statistics, University of Chicago, has recently 
announced a program of postdoctoral awards in statistics, estab- 


lished under grant from the Rockefeller foundation. 


The awards 


are available to recipients of the doctoral degree in one of the 
physical, biological, or social sciences to which statistics can be 
applied, and range from $3,600 to $5,000 for an eleven-month 


residency. 


Applications for the 1958-59 academic year will be 


accepted until February 15, 1958. Further information can be 
obtained from the Department of Statistics, Eckhart Hall, Univer- 


sity of Chicago, Chicago 37, Illinois. 








